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BRIDGE 





. 


our TIME TELLS—During the past 30 years we have successfully 


speciaities ... ~ constructed more than 35,000 Porcelain Thimble Bridges. 

PORCELAIN These beautifully natural looking Porcelain bridges have great 

ee patient appeal. Being reinforced with gold they have the 
JACKETS strength and endurance of a cast. gold bridge. All units are 
INLAYS interchangeable. Requirements are the same as for jacket 
BRIDGES = —_ construction. We finish complete bridge from one set of 
PONTICS impressions. 

PORCELAIN 2 

THIMBLE BRIDGES 

cormas””»)6=6—CUM. W. SCHNEIDER 

GOLD CROWNS DENTAL LABORATORY 

le 27 EAST MONROE ST. CHICAGO 3, ILL 


BRIDGEWORK TELEPHONE CEntral 6-1680 





STANDARD goes all out on Hy- 
drocolloid impression technique and 
copper plated dies for inlays, crowns 
and bridges. A number of men have 
been using the above technique. Lit- 
erature has been written on the sub- 
ject. 


REFERENCES: 


1. Sears, A. W., Hydrocolloid Tech- 
nique for Inlays and Fixed Bridges, 
D. Digest 42:230 (May) 1937. 


. Thompson, M.J., Hybrocolloid— 
It’s Treatment and Application 
in Securing Consistent, Accurate 
Models for Indirect Inlays and 
Fixed Bridges, Bul. Oklahoma 
D.A., 38:7, 1949. 


. Buchmann, W. A., Use of Hydro- 
colloid in Inlay and Bridge Pros- 
thetics, Fort. Rev. Chicago D. 
Soc. 16:7, 1948. 


. Mann, A. W., A Critical Apprais- 
al of the Hydrocolloid Technique- 
It’s Advantages and Disadvantag- 
es. Read before the Midwinter 
Meeting of the Chicago Dental 
Society, Feb. 6, 1950. 


. Hampson, E. L., 


Modern dentistry requires modern 
methods. 

STANDARD advances with and 
improved upon modern methods. 


“IT’S STANDARD FOR THE = 


ULTIMATE IN MODERN 
: DENTISTRY” 


Telephone to all Depts. DE arborn 2-6721 
225 N. WABASH AVE. 


Hydrocolloid ' 
Impression Technique for Multi- 
ple Inlays and Bridgework, Brit. 
D. J., 88:240, 1950. 


CHICAGO, ILL. £225 N. WABASH AVE. 


LABORATORIES) 


enlarges inlay and cast 
crown department to 
serve you better. 


SERVICE 


© obtain accuracy, 
copper plated dies 
from tube imp- 
ressions makes 

it possible to 
deliver your 
inlays ready 

to set. 


ACCURACY 


Now 
Hydrocolloid 
impression 
technique 
for inlayed 
bridges 

completed 
from one 
impression 


ECONOMY 


SIZSNDARD DENTAL LABS 
OF CHICAGO, INC. 














_Haue You Considered 


THE ILLINOIS STATE DENTAL SOCIETY 
Anproved Group Insurance Plans ? ? ? 








Many More Dentists are Recognizing the Valuable Advantage 
of These Established Plans Especially Designed to Provide 
Income Protection at a Substantial Savings in Premium. 


THE GROUP DISABILITY PLAN OFFERS You... 
TOTAL A OF TIME BENEFIT ($433.33 per month}—............ $100.00 PER WEEK 
J ss: able up to 5 years for either sickness or accident. 


ITAL EXPENSE RS RR a $15.00 PER DAY 
payable up to 90 days for each disability 
SCHEDULE OF SURGICAL FEES—..o.... oo eees up to $225.00 MAXIMUM 


includes operations in or out of hospital - 
ACCIDENTAL DEATH AND DISMEMBERMENT BENEFIT—... .$5000.00 MAXIMUM 


(The above are maximum amounts—lower benefits available if desired.) 


THE GROUP HOSPITALIZATION PLAN OFFERS 
You and Your Dependents... 


gen ROOM AND BOARD~..ooooooo occ cecseeteneeenees $8.00 PER DAY 
able up to 90 days for each confinement 
Misc ELLANEOUS HOSPITAL EXPENSE—........................ up to $200.00 MAXIMUM 
includes drugs, dressings, x-rays, etc. 
SCHEDULE OF SURGICAL FEES—.......... up to $150.00 MAXIMUM 
includes, operations in or out of hospital 
PIR Nach, es iene nc ceckcicsks de nsivshecionssnssesasciabe $3.00 PER DAY 
able up to 90 days in the hospital if no surgery is performed 
ADD TIONAL ACCIDENT BENEFIT... ccc cceeeteeteeeee $500.00 MAXIMUM 


for expenses other than charged by the hospital 
(Dependents include spouse and unmarried children, | month to 25 years, inclusive.) 


(All Benefits Subject to the Provisions of the Master Policies) 














Eligible Members May Apply for Either or Both Plans. 
If you Desire The Official Application or More Complete Information... 


Please Write or Telephone 
PARKER, ALESHIRE & COMPANY 


Established 1901 
175 W. Jackson Blvd., Chicago 4 ° Telephone WAbash 2-101! 


General Insurance—Life, Fire, Automobile, all Casualty Lines 
and 
Administrators of Special Group Plans for Professional Organizations 
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Nov. 
20-21-22 


AAunouncing 


the 5th Annnual 
Midwest Congress 


for dental technicians 
at the Congress Hotel, Chicago 














The following Dental Laboratories are members of the Illinois Dental Labo- 
ratory Association and contribute unselfishly of their time and knowledge to 
the success of The Midwest Congress for Dental Technicians. 





ACKERMAN DENTAL LABORATORY 
Herman Ackerman 

25 E. Washington St., Chicago 
ASSOCIATED DENTAL LABORATORY, INC, 
Jos. Gaffigan 

404 South éth St., Springfield 

AUBURN PARK DENTAL LABORATORY 
Hans Madsen 

9447 South Ashland Ave., Chicago 20 
AUSTIN PROSTHETIC LABORATORY 
Harry Ditter, Fred Bell, George Weyrauch 
5944 W. Madison St., Chicago 44 
AVENUE DENTAL LABORATORY 

Chas. H. Ford 

1149 Lake St., Oak Park 

BETTS DENTAL LABORATORY 

Don J. Betts 

610 North Springer St., Carbondale 
CAMPBELL DENTAL LABORATORY 

John F. Campbell 

322-323 illinots Building, Champaign 
CASSILL PORCELAIN DENTAL LABORATORY 
Harvey C. Fristedt 

55 East Washington St., Chicago 2 
COLUMBUS DENTAL LABORATORY 
Elwood Pastors 

224'/2 East Main St., Streator 
COMMUNITY DENTAL LABORATORY 
Charles Amenta 

4013 Milwaukee Ave., Chicago 41 





LINN B. CRUSE DENTAL LABORATORY, INC. 
Linn B. Cruse 

250 Water St., Decatur 

DAHL DENTAL LABORATORY 
Harold Dahl 

4105 W. Madison St., Chicago 24 
DENTAL ARTS LABORATORY 
Vincent J. Mistretta 

207 Douglas Ave., Elgin 

DENTAL CRAFTS LABORATORY 
Richard M. Hahn, Roy S. Stone 

211 South 5th St., Princeton 

DENTAL SERVICE LABORATORY 
Carl J. Saladino, Alberta M. Saladino 
202'/2 North 5th St., P.O. Box 14, Springfield 
DENTAL SERVICE LABORATORY 
Harold L. Coomer 

408 Unity Building, Bloomington 
DURALLIUM LABORATORY 

Aaron Perbohner 

809 W. Washington St., Chicago 7 
EHRHARDT & COMPANY 

Richard Ehrhardt 

32 W. Randolph St., Chicago | 
EHRHART DENTAL LABORATORY 
Melvin W. Ehrhart ' 
512 Hamilton Blvd., Peoria 

EMPIRE DENTAL LABORATORY 
Loyal C. Strote 

Empire Building 322, Rockford 





ERICKSON DENTAL LABORATORY 

Russell Erickson 

10! '/5 North 5th St., Springfield 

K. C. ERICKSON DENTAL LABORATORY 

Kermit C. Erickson 

50! Second National Bank Bldg., Freeport 

ARCH EVANS PROSTHETIC TECHNICIANS 

Arch Evans 

9036 South Commercial, Chicago 17 

GEM CITY DENTAL LABORATORY 

Leroy Mantz 

W.C.U. Building, Quincy 

GETZ BROTHERS 

Leonard Getz, Joseph Getz 

2952 North Milwaukee Ave., Chicago 18 

GIBSON DENTAL LABORATORY 

Clyde W. Gibson 

617-619 City Bank Bldg., Kankakee 

GIDEON HAYNES JR. CERAMIC & 
PLASTIC RESTORATIONS 

Gideon Haynes, Jr. 

25 E. Washington St., Chicago 2 

HITZEMAN & NORDBYE DENTAL LAB. 

William Hitzeman, Otto Nordbye 

4013 N. Milwaukee, Chicago 41 

HOFFMAN & PRAG DENTAL LABORATORY 

Maurice A. Prag, Morris J. Hoffman 

15 E. Washington St., Chicago 2 

HOOTMAN DENTAL LABORATORY, INC. 

Harold Hootman 

Rockford Trust Bldg., Rockford 

HUBERT DENTAL LABORATORY 

Herbert Hubert 

1142 W. Lawrence Ave., Chicago 40 

ILLINIOS DENTAL LABORATORY 

Elmer Glaubke, Raymond Volkman 

225 North Pulaski, Chicago 24 

ILLINOIS DENTAL LABORATORY 

J. E. Harris, W. E. Babcoia 

417 Missouri Ave., East St. Louis 

JACKSON BROTHERS DENTAL LABORATORY 

Clifford Jackson 

417 East 47th, Chicago 15 

JACKSONVILLE DENTAL LABORATORY 

R. H. Harper 

620 Jordan St., Jacksonville 

JOHNSON DENTAL LABORATORY 

Ellis J. Johnson 

4000 W. North Ave., Chicago 39 

K. & M. DENTAL LABORATORY 

Julian R. Kosgrove, Robert E. Mosher 

7300 West Grand Ave., Elmwood Park 35 

JOSEPH E. KENNEDY COMPANY . 

Jos. E. Kennedy, Dominic Ferro 

7902 S. Ashland, Chicago 20 

KRAUS DENTAL LABORATORY 

Harold E. Wilson 

640 Jefferson Bldg., Peoria 

KURT DENTAL LABORATORY 

Kurt Pfleger 

503 Jefferson Bldg., Peoria 

LA SALLE DENTAL LABORATORY 

Zack Vulcani 

601 Second St., La Salle 

RAY R. LAWRENCE DENTAL LABORATORY 

Raymond R. Lawrence 

36'/2 North Vermilion St., Danville 
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LESTER DENTAL LABORATORY 

Lewis G. Lester 

32 N. State St., Chica —-— 2 

LITTERST DENTAL LABORATORY 

Jos. Litterst 

228 Margaret, Peoria 

LOGAN'S DENTAL LABORATORY, INC. 
John A. Logan. 

600 Bondi Bldg., Galesburg 

McINNES DENTAL LABORATORY 
Wm. Mcinnes 

908 Talcott Bldg., Rockford 
McGINN-UNDERWOOD DENTAL LAB. 
James McGinn, Robert Underwood 
1508'/> Broadway, Mattoon 

McKENNA DENTAL LABORATORY 
Robert C. McKenna 

187 South Schuyler Ave., Kankakee 
MADISON. DENTAL LABORATORY 
Gordon King, Milton Glick 

4003 W. Madison St., Chicago 24 
MARS DENTAL LABORATORY 

Arthur Rapala 

3955 W. 26th, Chicago 23 

MASTER DENTAL LABORATORY 
John Amenta 

162 North State, Chicago | 

MATUCH & MARION DENTAL LABS. 
Charles Matuch, Marion Zabinski 

1413 W. 18th, Chicago 8 

METRO DENTAL LABORATORY 

John S. Brom 

6803 W. Cermak, Berwyn 

MID-STATE DENTAL LABORATORY 
Burlyn A. Allen 

328 Standard Office Bldg., Decatur 
MILTON DENTAL LABORATORY, INC. 
Milton R. Levy 

320 East Adams, Springfield 

MUTUAL DENTAL LABORATORY 
Edgar A. Mihich 

936 W. 63rd, Chicago 21 

NELSON & SCHMITT DENTAL LABORATORY 
Jos. T. Schmitt, Robert Purcell 

333 Main St., Peoria 

NOBILIUM PRODUCTS, INC. 

Joseph Saslow 

125 N. Wabash, Chicago 2 
NORTHWEST DENTAL LABORATORIES 
Jos. P. Wittenberg, Lee Nieman 

4407 N. Milwaukee, Chicago 41 
OLSON & BLAKELEY DENTAL LABORATORY 
Gunnard C. Olson 

720 Gas-Electric Bldg., Rockford 
ORAL ART LABORATORY, INC. 

Fred K. Pahlke, Robert H. Scholz, 
Oscar M. Salk 

25 E. Washington, Chicago 2 
OTTAWA DENTAL LABORATORY 
Lucien Caruso 

817 Columbus St., Ottawa 

C. A. PEAKE DENTAL LABORATORY 
Carl A. Peake 

501 - 15th St., Moline 

PEERLESS DENTAL LABORATORY 
Jerome Weinberg, Anthony Audino, 
Edward R. Falge 

1941 N. Western Ave., Chicago 47 
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PEISCH DENTAL LABORATORY 
G. S. Peisch 
525!/> - 16th St., Moline ‘ 
PINK DENTAL LABORATORY 
Sidney Pink 
2753 W. North Ave., Chicago 47 
POGUE DENTAL LABORATORY 
G. Ray Pogue 
First National Bank Bldg., Eldorado 
POLCYN DENTAL LABORATORY 
John Polcyn 
6246 S. Justine, Chicago 36 
POLLACK DENTAL LABORATORY 
Erwin A. Pollack 
6251 S. Kedzie, Chicago 29 
PROFESSIONAL ARTS DENTAL LABORATORY 
Leonard J. Kulwiec 

1633 W. 63rd St., Chicago 36 
QUALITY DENTAL LABORATORY 

Hugo Kandle 

1588 N. Milwaukee Ave., Chicago 22 
QUINCY DENTAL LABORATORY 

Lib. Lay, Paul Menke 

817 W.C.U.Bldg., Quincy 

ROCKFORD DENTAL LABORATORY 
Jerome C. Huening, Charles J. Shumaker, Jr. 
1201 Rockford Trust Bldg., Rockford 
RUTEN'S DENTAL LABORATORY 

L. C. Ruten 

317 Keystone Bldg., Aurora 

SARGEANT DENTAL LABORATORY 
Wilson G. Sargeant 

752 North 9th Ave., Kankakee 
SATISFACTION DENTAL LABORATORY 
Robert Raedecke 

112 East Highland, Elgin 

L. A. SCHMITT DENTAL LABORATORY 
L. A. Schmitt 

824 Main St., Quincy 

M. W. SCHNEIDER DENTAL LABORATORY 
Matt W. Schneider, Carl Jernberg 

27 East Monroe St., Chicago 3 

RAY SCHROECK DENTAL LABORATORY 
Ray W. Schroeck 

5 N. Wabash Ave., Chicago 2 
SCHULTZ-THOMAS DENTAL LABORATORY 
Raymond Schultz, Joseph Thomas 

2326 West 59th St., Chicago 36 
SCIENTIFIC DENTAL LABORATORY 
Harry Franklin, Herman Schonberg 

31 North State Street, Chicago 2 
SILVERT DENTAL LABORATORY 

Alex Silvert, David Silvert 

3933 Broadway, Chicago 13 

A. E. SMITH DENTAL LABORATORY 
Alfred E. Smith 

10344 South Side Square, Macomb 


SOUTH SHORE DENTAL LABORATORY 
Edward B. Grimes 

1525 E. 53rd, Chicago 15 
SOUTH SUBURBAN DENTAL LABORATORY 
Edwin Donath 

15339 Turlington Avenue, Harvey 
SOUTH WEST DENTAL LABORATORY 
Thomas A. Raistrick 
4204 South Archer, Chicago 32 
STANDARD DENTAL LAB. OF CHICAGO, INC. 
Dave Saslow 
225 North Wabash, Chicago | 

STEEL CITY DENTAL LABORATORY 
Chris W. Panos 

9206 South Houston, Chicago |7 
STEINER DENTAL LABORATORY 

E. S. Steiner 

533 E. S. Grand Ave., Springfield 
SUPERIOR DENTAL LABORATORY 
Joseph J. Chegin, Anthony J. Simanella 
120 North 5th Street, Springfield 

H. SWIGARD DENTAL LABORATORY 
Raymond J. Speck 

33 Island Avenue, Aurora 

J. THOMPSON DENTAL COMPANY 
James Thompson 

7 E. 79th, Chicago 19 

TRAXL DENTAL LABORATORY 

Frank Traxl 

3959 N. Lincoln, Chicago 13 

20TH CENTURY DENTAL LABORATORY 
Glenn Epplé 

109 North Wabash, Chicago 2 

TWYMAN DENTAL LABORATORY 
Robert Twyman 

21% South Main Street, Canton 

UNITED DENTAL LABORATORY 

Milton Egel 

30 W. Washington, Chicago 2 
UPTOWN DENTAL LABORATORY 

Jess Porter, Alfred J. Fredricks 

4753 N. Broadway, Chicago 40 

WALTER VANCE DENTAL LABORATORY 
Walter Vance 

6639 N. Oliphant, Chicago 31 

VICTOR DENTAL LABORATORY 

Victor J. Fammeree 

1579 North Milwaukee, Chicago 22 
WALL DENTAL LABORATORY 

Louis Wall, Max Wall 

4212 West Cermak Road, Chicago 23 
MEYER A. WILK DENTAL LABORATORY 
Meyer Wilk 

30 W. Washington Street, Chicago 2 
WOOD DENTAL LABORATORY 

Harry Wood 

2200 South Pulaski, Chicago 23 - 





Doctor is your Dental Laboratory a member of the Illinois Dental Laboratory 
Association and is he going to attend the Midwest Congress for Dental Tech- 
nicians educational meeting which is designed to add constructive knowledge to 
his operations which in turn will reflect on the services he renders to you? 
Please call this to his attention. 
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Pisce the construction of your restorations in the skilled hands of Kennedy’s half-a- 
hundred expert technicians—and your cases will be cast or processed by specialists who 
are not only familiar with the specific materials and metals required but thoroughly 
experienced in their use. 

Here—at Kennedy’s—you'll find agile fingers and hands that are dexterous in each E 
of the popular technics: Vitallium and Gold partials, Luxene and Acrylic dentures, 
Austenal Micro-mold teeth, Gold, Porcelain, Acrylic crowns and bridges. 


We are BIG. enough to give even the smallest detail its rightful care and attention. 
Contact Kennedy. 


JOSEPH E. KENNEDY CO. DENTAL LABORATORIES 


7900 SO. ASHLAND AVE. oo y | -) ABerdeen 
CHICAGO 20 vy PORCELAIN 4-6800-1-2 
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Only one of the numerous dental activities undertaken because of your 


Red Feather donations. 









Last year this clinic at Children’s Memorial Hospital served 440 chil- 


dren during some 2,900 visits, while three dentists donated their time. 


You too can help. 


Ht Good: lo Share! Be Generous 
Community Fund 
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Fixed Bridge Retainers— 


design and retention features* 


To be modern, up-to-date, and con- 
sidering the year 1953, you might ex- 
pect a presentation involving new 
forms and new constructions in the 
field of fixed, and fixed-movable par- 
tial denture restorations. With the ex- 
ception of the introduction of the plas- 
tice resins and their application as in- 
dicated for esthetic value in retainers 
and their use for pontics, however, we 
are using the same improved gold al- 
loys, platinum and porcelains as we 
have for the past number of years. 

My presentation will be in the form 
ot an effort to encourage the dental 
operator to use the above mentioned 
materials in such an improved manner 
as to serve the public much better. This 
should result in developing the new 
and successful bridgework as compared 
with the old. 

A direct cause of the success or fail- 
ure of fixed partial denture restora- 
tions is usually found, from clinical 
observations, to be due to one or more 
of the retainers.rather than to the pon- 
tics. Too often the pouics receive 
more attention than the retainers. To 
some degree this may be due to the 
fact that the pontics are constructed by 
an able laboratory technician and the 
retainers constructed by a careless and 
neglectful dentist. 


by Otto W. Silberhorn, D.D.S.¢ 


Often esthetics, as demanded by 
some patients, sway the dentist from a 
design or feature of construction which 
results in failure instead of success. 
With some structural concessions and 
at the expense of some esthetic values, 
niodifications can be made without in- 
terfering with our professional obli- 
gations. 

The ideal fixed bridge retainer must 
have maximum retention, must be ex- 
tended to satisfy the principles of “‘ex- 
tension for prevention,” must imitate 
as nearly as possible nature’s tooth 
anatomy, must have sufficient inherent 
strength, must not endanger the health 
of the pulp or surrounding tissues, 
and must be a part of the esthetic 
scheme. It is not sufficient to deal 
merely with the mechanical or engin- 
eering problem, for success and health 
depend upon the physiological and 
biological considerations as well. 

The decisions required regarding the 
intelligent design, selection, and con- 
struction of fixed partial denture re- 
tainers present many difficulties. As 
dentists, we are usually called upon to 
cope with conditions resulting from 
degenerative changes, patient neglect, 
loss of contact, tipped, rotated and 
malposed teeth, loss of occlusal har- 
mony, non-vital teeth (some requiring 





* Read at the 89th Annual Meeting of the Illinois State Dental Society, May 13, 


1953, Peoria, Illinois. 


+ Professor of the Department of Crown, Bridge, and Partial Daa, North- 


western slecsaet Chicago, Illinois. 
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a decision for retreatment or extrac- 
tion), the problem of caries and former 
fillings, crowns (some with evidence 
of recurrence of caries), extruded teeth 
requiring reduction, and conditions 
necessitating periodontal treatment. 
This paper does not permit the men- 
tion of an accurate list of conditions 
that should be a part of an accurate 
examination of the patient. 


Essential Considerations 


Before an attempt is made to con- 
struct any retainer, the following im- 
portant and essential considerations 
arise: We must consider the danger to 
the pulp of vital teeth, the irritation 
or injury to the surrounding tissues, 
the possibility of recurrence of caries, 
the length and anatomical form, the 
position of the teeth in the arch and 
if they are in malposition, the problem 
of occlusion, and whether or not the 
patient requires mouth rehabilitation 
before lost members of the arch are 
designed in order to comply with a cor- 
rected harmonious occlusal pattern. 
We must be fully aware of the fact that 
the abutment teeth will be subjected 
to additional loads, exceptional stresses 
and strains, and at the same time try 
to comply with the patient’s natural 
desire for esthetic values. 

We must construct the bridge re- 
tainer to imitate nature’s plan so that 
the excursion of foods during mastica- 
tion will aid the cleansing of margins, 
and so that the patient’s brushing 
technic will reach those margins thus 
promoting prevention. We must con- 
sider many details essential for the 
longevity of the restoration and for the 
health of all of the tissues involved. 

For the various inlay designs, we 
should adhere to the fundamental 
principles of the G. V. Black cavity 
preparation. Of course, there are sound 
cavity preparations designed by other 
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prominent, skillful technicians and al- 
though somewhat different, have sim- 
ilar fundamental principles of outline 
form, resistance form, and retention 
form designed to serve successfully. 

When an inlay is decided upon for a 
retainer, it is sounder practice—as it 
differs from an, individual inlay re- 
storation—to make certain modifica- 
tions in order to develop a more eff- 
cient and a more retentive inlay. In 
posterior teeth, part of the occlusal 
wall may be prepared with a depressed 
step or seat instead of a continuous 
flat wall. The gingival wall may be 
prepared in the form of an acute angle 
or groove at the junction of the pulpal 
wall, materially adding to the reten- 
tive feature and creating a_ locking 
feature. 

It is advisable to widen the bucco- 
lingual measurement on the mesial, 
distal or both axial surfaces in addition 
to the typical Black inlay preparation 
so that the buccal margin in particular 
is carried out far enough to the buccal 
angle, and so that it extends beyond 
the porcelain portion of the approxi- 
mating pontic at the buccal surface. 
Then, the proximal surface can be 
properly contoured anatomically, al- 
lowing the soldering operation to be 
done at the natural contact point area 
without injury to the buccal margin 
of the inlay. Following cementation, 
the access to the margins is excellent 
for removal of excess cement, burnish- 
ing and polishing. The relationship 
between the inlay so contoured and 
the pontic will create the proper inter- 
proximal space for cleansing. 


Additional Modification 


Additional modification is made for 
inlay retainers at the gingival mar- 
gin. Due to the change in form and 
collapse of tissue following the loss of 
one or more teeth, the gingival mar- 
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gin is usually prepared by terminating 
it slightly occlusal to the cemento- 
enamel junction. When conditions 
present a severe reduction of tissue ad- 
jacent to the abutment tooth, the rule 
is the same. 

To obtain maximum retention for 
an inlay retainer, the tooth should be 
prepared so that there is an intimate 
adaptation of the casting to the walls 
of the cavity with a minimum of di- 
vergence. When additional modifica- 
tions are made and extensions are re- 
quired for retentive features, the pre- 
paration will require a slightly in- 
creased divergence in order that the 
wax pattern is not distorted when it 
is removed from the preparation. 
Modifications should be made without 
detriment to the required resistance 
form. Strong vital teeth, of fairly nor- 
mal anatomical form, can be used for 
some fixed partial denture -restora- 
tions. 

Dr. Robert P. Dressel* in his article, 
“A Brief but Comprehensive Review 
of Bridgework,” states, 

Inlays or onlays should be used spar- 
ingly and only on teeth with long clin- 
ical crowns and in the replacement of 
one tooth with a semi-rigid bridge, the 
stress-breaker being in the inlay. Klaf- 
fenbach states that two inlays should 
never be used in the same bridge. An 
inlay can be used successfully for pre- 
cision bridgework where that same in- 
lay would not be successful when used 
for an all-fixed bridge. 


The writer feels that when teeth 
present for inlay retainers they should 
have sufficient or even optimum oc- 
cluso-gingival measurement. In molar 
teeth of this kind, buccal and lingual 
grooves can be utilized as a modifica- 
tion. These additions are finger-like 
extensions and are rather narrow and 





1.Robert P. Dressel, “A Brief but Compre- 
hensive Review of Bridgework,” The Fort- 
nightly Review, 21:5 (March 15, 1951). 





tapering, extending almost to the gin- 
gival tissues. When teeth are in mal- 
position, as one rotated out of the 
natural position, a slight shoulder ex- 
tension is prepared including a cusp 
or cusps connecting the proximal sur- 
face with the buccal, lingual or buc- 
cal and lingual grooves. This extension 
represents only a veneer without en- 
dangering the health of the pulp. 





Dr. Otto W. Silberhorn 
Chicago, Illinois 


These veneer-like extensions add to the 
retentive features as well as to the fea- 
tures of design and to the principles of 
extension for prevention. 

Some methods of systematizing the 
work of preparing teeth will aid in the 
development of improved retainers. An 
orderly procedure or system of operat- 
ing will result in increased pleasure 
during the operation, will reduce the 
operating time and will surely improve 
the service to the patient. No one 
should find fault with this improve- 
ment. 

For an acceptable substantial MOD 
inlay retainer, one can visualize the 
combination of surfaces and prepare 
these teeth accordingly by adding the 
steps of operation. Occlusal prepara- 
tions should be completed, then add 
the proximal (mesial or distal) which- 
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ever neighbors the space caused by the 
lost tooth. or teeth, then add the op- 
posite proximal preparation. It is a 
matter of occlusal plus mesial plus 
distal. Each step to be finished as near 
as possible so that the slightest cor- 
recting and finishing of walls is neces- 
sary. Add to this (only at this time) 
groove finger-like extensions or veneers 
and you will enjoy the work, reduce 
your operating time and accomplish an 
improved retainer. 

In a similar manner, an orderly 
system of procedure can be developed 
for the dovetail inlays used so often 
for semi-fixed restorations, typical 34 
crowns, modified 34 crowns and the 
full gold crown. 


Dovetail Inlays 


Due to the many atypical anatomical 
forms of anterior teeth, it is necessary 
to insert many dovetail inlays from 
the linqual instead of from the inciso- 
lingual as many authorities have so well 
described, and a fine retentive dovetail 
inlay can be the result. When these de- 
signs are to receive a stress-breaker from 
a pontic, the space occasioned by the 
lost member promotes excellent 
access. First, the proximal cavity should 
be prepared similar to an enlarged Cl. 
III cavity, having no undercuts and a 
flat gingival wall so that an applica- 
tion of wax, as a test, can be removed 
proximally without distortion. Second, 
remove the lingual wall from the Cl 
III design; third, develop the dovetail 
preparation on the lingual with as 
large an isthmus as possible. 

Lower first and second _bicuspids 
usually require different design and 
retentive features as abutments for 
bridge retainers. This is due to their 
anatomical form. The DO inlay or the 
MOD inlay in these teeth is not a suf- 
ficient retainer for a bridge, and when 
an MOD inlay is used, fracture of the 
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lingual cusp and lingual axial struc- 
ture is promoted. 

For the lower first bicuspid, a modi- 
fied 34 crown preparation is suggested 
in order to obtain maximum retention. 
A narrow MOD preparation is made, 
the lingual cusp partially reduced ac- 
cording to cusp anatomy, and the axial, 
mesial, lingual and distal portion re- 
duced only to the extent of dressing 
away the convexed form to the gingival 
line. This gingival limit of the prepa- 
ration can end in feather-edge or cham- 
fered joint. Then the mesial-buccal 
and distal-buccal walls are flared buc- 
cally, as an extension of the cavity 
preparation for the “extension for 
prevention” feature. In some cases, 
when a lack of size of .the tooth pre- 
sents, a slight overlapping is prepared 
over the buccal cusp. 

The lower second bicuspid prepa- 
ration is similar to the lower first bi- 
cuspid preparation, but due to the 
larger and wider lingual anatomical 
form, it is not always necessary to re- 
duce the axial, mesial, lingual and dis- 
tal surfaces to the gingival line. In- 
stead, a midway veneer preparation is 
made over the lingual cusp, materially 
adding to the retentive feature of a 
MOD inlay. This type or design of a 
retainer for bridgework is usually re- 
quired due to the fact that so many 
of these teeth present with old fillings, 
caries or recurrent caries. For the same 
reason, similar preparations are neces- 
sary for molar teeth. 

The pinledge retainer in the hands 
of a skillful operator has its merits 
and is an example of one having addi- 
tional retentive features. It requires 
skillful preparation, especially in plac- 
ing the positions for the pins so that 
harm to the pulp is avoided. 

The slice preparation has _ been 
abused by many operators, but again 
it has a place as a fine retentive re- 
tainer when carefully executed. Addi- 
tional retentive features must be ob- 
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tained in the general preparation as 
well as the slice portion, similar to 
those features mentioned regarding 
the box-like preparations. Then inner 
grooves and key-ways are often added 
to this preparation. Doctor B. Placek of 
Chicago develops a very skillful and 
excellent preparation involving a slice. 
A certain degree of inventiveness is 
quite essential to attain the desired re- 
sult in a number of these designs and 
to develop the required retentive fea- 
ture. 

Much has been written, favorably 
and unfavorably, in regard to the 34 
crown. Of course, there are some ill- 
shaped teeth anatomically that render 


cribed by E. T. Tinker will result in a 
fine retentive 34 crown. 

A satisfactory 34 crown preparation 
can be made with or without an in- 
cisal groove. Only when the tooth 
presents a _ sufficient incisal thick- 
ness and when the labial enamel rods 
can be supported with dentine, after 
preparation, should an incisal groove 
be a part of a 34 crown preparation. 

The axial, mesial and distal grooves 
must be prepared as near to parallel as 
possible, and must be deep enough to 
be substantial. These grooves are pre- 
pared parallel to the incisal half or 
third of the labial surface of the tooth 
in anterior teeth and extend gingival- 
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them unsuitable for 34 crown prepa- 
rations. Although the 34 crown is 
spoken of as a veneer casting, it is 
more or less a combination of a veneer 
and an inlay casting. The pillars for 
the mesial and distal grooves and the 
ridge for an incisal groove are in real- 
ity inlay.portions and the remainder is 
a veneer. A tooth must have sufficient 
tooth structure. and form to obtain the 
frictional retention for a 34 crown. 
Thin, hair-like, or shallow grooves on 
the mesial and distal surfaces are not 
sufficient for retainers. Castings that 
are too thin and that do not reproduce 
lingual anatomy fail as 34 crown re- 
tainers. Accuracy in technic as des- 





ly, as a step, to the area accepted as 
the area of immunity. Either a fine ac- 
curately fitting feather-edge, or a cham- 
fered joint is acceptable at the gingival. 
The lingual surface should be a repro- 
duction of and imitate the natural 
tooth form with emphasis. on the 
mesial and distal marginal ridges and 
the thickness of the cingulum. This 
reproduction of anatomy will increase 
the strength and rigidity of the cast- 
ing. The axial, mesial, and distal 
grooves are prepared parallel to the 
long axis of the tooth in bicusbids and 
molars. In some cases modification is 
necessary due to the form anatomically 
or due to conditions presenting with 
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old fillings or caries. In both the an- 
terior and posterior teeth one or more 
pins can be added to the preparation. 
When fillings or caries present a prob- 
lem, box-like preparations are made 
instead of the typical grooves. This is 
done on one or both of the proximal 
surfaces. Here again,’ inventiveness is 
essential to obtain the proper result. 


Gold Crowns 


The gold crown affords the utmost 
in retention either on the normal, 
broken-down, or ill-shaped teeth and 
especially on those teeth where pre- 
vious operative procedures render the 
tooth inadequate for inlays or 34 
crown retainers. The operator can 
reproduce exactly the normal anatomy 
of a tooth and obtain an increase in 
function, maximum strength, and a 
minimum of gingival irritation with 
a gold crown. It meets the require- 
ments of “extension for prevention” 
to the highest degree. The improved 
casting technic has materially aided 
the value and quality of a full gold 
crown for bridge retainers. The prepa- 
ration may be finished with a feather- 
edge, a chamfered joint, or a shoulder. 
When teeth are fairly broken down, 
some of the inner portion of the tooth 
can be used for additional retention 
instead of building that portion to a 
smooth surface preparation. 

When teeth are short in anatomical 
form or measurement in their coronal 
portion, a full cast gold crown prepara- 
tion requires additional retentive fea- 
tures. This is accomplished by cavity 
preparation in addition to the actual 
crown preparation. Finger-like or box- 
like preparations are made in one or all 
of the axial surfaces. In some instances 
occlusal preparations can be made as 
well, or a combination of the axial 
and the occlusal preparation. Such in- 
ventive additions add to the retentive 
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feature. When non-vital teeth are con- 
sidered for a bridge retainer in the 
form of a gold crown, one or more dow- 
els may be added to the crown. 

Some practitioners feel that a gold 
crown preparation requires the destruc- 
tion of a great deal of tooth structure. 
It requires less destruction than many 
inlay preparations that are extensive, 
is less harmful to the pulp, and the 
gold restoration represents only a ve- 
neer when skillfully and conscientious- 
ly done. 

When one is confronted with some 
of the more perplexing conditions, it 


_ is suggested that accurate study models 


be developed and articulated on an ad- 
justable articulator. Then with the ac- 
curate written examination and the ra- 
diographs at hand, the condition is 
studied and actual preparations made 
on the stone model, even to the extent 
of waxing these preparations. There is 
no other way I know of in my experi- 
ence that will give you the clews and 
will develop for you a definite plan 
and decision for preparation in the 
mouth of the patient. Only then, with 
an orderly systematic procedure, will 
you enjoy operating, reduce your oper- 
ating time and serve your patient best. 
Klaffenbach? in his article, ‘The 
Newer Concept of Fixed Partial Den- 
ture Service,” states, ; 
Permanency can be secured only by 
careful selection of abutments and 
abutment teeth, by due consideration 
as to their possibilities and limitations, 
and by the placement of fixed bridge 
restorations only where sufficient reten- 
tion can be obtained. A study of the 
stresses that will be imposed, advanced 
treatment planning, and skilled effort 
should not be spared to secure perma- 
nency and longevity, which unfortun- 
ately can at times only be obtained by 
(Continued on page 680) 





2. Arthur O. Klaffenbach, “The Newer Concept 
of Fixed Partial Denture Service,” Illinois 
Dental Journal, 10:55 (February, 1941). 














in armed forces 


OASI Benefits Available 


to families of dentists who served 


Memo from the American Dental Association 


Many families of dentists may not be 
aware that they are eligible as benefi- 
ciaries under the Old Age and Sur- 
vivor’s Insurance program of the Social 
_ Security Act. They are families of den- 
tists who died while serving in the 
armed forces or since then. 

Included as beneficiaries under the 
law are widows, children under 18 and 
dependent parents over 65. The law 
applies to dependents of all servicemen 
who were on active duty in the armed 
forces anytime after Sept. 16, 1940. 

The Council on Federal Dental Serv- 
ices suggests that a genuine service 
could be done for the families of these 
deceased dentists by seeking them out 
and informing them that they may be 
eligible under the law for monthly 
benefits or lump sum death benefits 
or both. 

Component societies because of their 
closeness to members may wish to can- 
vass their areas to learn the present 
residence of survivors. It is suggested 
that an effort be made to reach per- 
sonally the widow, surviving minor 
children if there is no widow, or sur- 
viving parents if there is no widow or 
minor children. They should be ad- 
vised to call in person at the nearest 

Social Security office. 

There are two points that might be 
stressed: (1) no benefits are issued 


without making application for them, 
and (2) it. is desirable to file applica- 
tion as soon as possible since retroactive 
benefits are not issued for more than 
six months before the date of applica- 
tion. 





Council on Federal Dental Services 


\ 


Generally, however, there is no time 
limit on filing. Applications can be 
made at any time after the death of the 
serviceman. 

Because of the many ramifications of 
the law and the different factors affect- 
ing each case, it is not practical to ana- 
lyze in detail the possible benefits. Gen- 
erally speaking, however, these are the 
provisions: 

Every serviceman who has served be- 
tween Sept. 16, 1940, and Jan. 1, 1954, 
receives an OASI wage credit of $160 a 
month or part of a month of service. 
Benefits are based on this amount plus 
any other wage credits he may other- 
wise have earned. 

In general, a widow over 65 years of 
age is entitled to three-fourths of the 
benefit which would have been paid to 
her deceased husband. 

If she is under 65 and has children 
under 18, she is entitled to receive a 
mother’s benefit for herself and a 
child’s benefit for each child under 18. 

If only minor children survive the 
dentists, they may be eligible for 
monthly, benefits upon their own ap- 
plication or upon application of some- 
one in their behalf. 

Parents of a deceased serviceman 
who were dependent upon him for sup- 
port and who are over 65 are entitled 
to claim for themselves a parent’s bene- 
fit, if he left no widow or surviving 
minor children. 

Any action on behalf of the families 
of professional brethren would consti- 
tute very real evidence of trust to those 
colleagues who died in service or later. 
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EDITORIALS 





YOu 
and the Recent Graduate 


At this time of the year many of the recent dental graduates are locating in 
offices all over the state. One may be renting his first office near you. It would be 
neighborly, and very encouraging if you, an established dentist, would call on 
him, introduce yourself, and welcome him into the fold and the neighborhood 
or town. 

Be sincere in your welcome and offer to help him in any way you can. If there 
are any special, local dental customs that he should know, he will appreciate 
your telling him. Also, tell him about your local dental society and urge him to 
join as soon as he can. 

To be real friendly, you should then drop back to see him in several months 
or at least call him and find out how he is doing. In a few months time he may 
need a little pat on the back, especially if he is not making quite as much money 
as he thought he would. If you cannot take care of all the new patients referred 
to you, why not give them the name of the new young fellow and his telephone 
number; this he will really appreciate.” 


Your Waiting Room 
Is Showing Sir 


Fall is a good time to check your waiting room. Would you like to wait in it? 
Sit down in it for ten minutes, look around and see what you think. On close in- 
spection this waiting room of yours may be quite dismal. Is it clean and neat? 
Is it modern? Has it a decent selection of reading material that is in good shape 
—i. e. not dog-eared and old as your grandmother. 

If you decide it needs something, take care of it right away. Remember that 
what your patient sees first is not you, but your waiting room. Sometimes it is 
well to consult with a good dental dealer about this, or an interior decorator, 
or maybe best of all, your wife. 


A Dentist 
Should Talk Dentistry 


Do you find yourself talking to your patients about the weather, baseball, the 
Kinsey Report, and almost everything but dentistry? I guess we all do at times. 
When you are living with dentistry and working hard at it day after day, 
it is easy to develop the habit of taking everything for granted; we assume that 
the patient knows all about the commonplace, everyday things we do as dentists. 
But does he? Does he know about scaling and how important it is? Does he know 
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that we are placing a cement base and the reason for it? Does he know that this 
large metal filling will probably be sensitive to cold? 

The patient comes to your office to have his teeth fixed; more than that he 
comes to find out about his teeth, even though he does not say this expressly. 
Within bounds anything else is a time waste both for you and for him. If he asks 
about a toothpaste, or what is pyorrhea, or when does the six year molar erupt, 
he expects a decent answer and not a half answer followed quickly by your blow 
by blow description of the last fight you watched on television. 

It is good policy occasionally to take stock of your standard answers to queries 
by the patient — that is, to check on the information we are passing out. A good 
(Continued on page 665) 


DENTAL FOREIGN BODIES IN THE 
LUNG AND ESOPHAGUS* 


Dental foreign bodies that have found their way into either the lung or the 
esophagus constitute a relatively small but-important part of endoscopic practice. 
According to Hagens,! there are three main sources from which these cases orig- 
inate. In the first group, a tooth or portion of a tooth, an inlay or filling, tartar, 
a piece of plaster impression, or a broken part of an instrument may slip from 
the grasp of the dentist and be aspirated or swallowed before the material is re- 
covered. A second source of dental foreign bodies is supplied by patients who 
permit their teeth and dentures to fall into a deplorable state of disrepair. Dur- 
ing the act of eating or swallowing, for example, a portion of the denture is 
broken, swallowed, and lodged in the esophagus, an event requiring endos- 
copic intervention. In the last group, teeth are loosened and sometimes lost as 
the result of manipulation of mouth gags and instruments during surgery in 
which a general anesthetic is used; this occurs especially in children undergoing 
tonsillectomy and adenoidectomy, 

In general, patients should be carefully examined just as soon as it has been 
established that a dental foreign body has been swallowed. Roentgenograms are 
most helpful, not only in demonstrating the presence and site of the foreign 
body itself but also in displaying the reaction of tissues surrounding the object. 
When barium is used in the esophagus, it may stop at the level of the foreign 
body and, in some instances, cling to part of it. A tooth lodged in the bronchus 
of a child frequently produces high fever and a persistent cough, as well as other 
signs and symptoms pointing to the presence of a foreign body in the lung. 
Hagens asserts that in the case of two patients gold inlays slipped from the 
dentist’s grasp; in one patient, a tooth was aspirated during the process of ex- 
traction; in another patient, a piece of dental plaster was aspirated; in two pa- 
tients, dentures loosened during the act of swallowing; and, finally, in two 
patients, there was loss of a tooth during surgery of the throat. 





* Reprinted from “Editorials and Comments,” Journal of the American Medical 
Association, Vol. 153, No. 1 (September 5, 1953), p. 35. 

1. Hagens, E. W.: Dental Foreign Bodies of the Lung and Esophagus, Quart. 
Bull. Northwestern Univ. M. School 27:123, 1953. 
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DECADE DIARY 


by Earl P. Boulger, A.B., L.D.S., D.D.S. 





MAY 1943 


May always brings memories of the Annual Meeting of the Lllinois State 
Dental Socieiy. The frontispiece shows Frank J. Hurlstone, the incoming presi- 
dent. Wilfred J. Peters served as chairman of local arangements with C. E. Bol- 
linger as vice-chairman that year in Peoria. Neil D. Vedder, as president, gave an 
accounting of his stewardship which covers more than seven pages. Quite an ac- 
counting. 

The obituary of William Hoffman Gardiner Logan (1872-1943) who passed 
away on April 6, 1943, also appears, one of Illinois’ stalwart sons who carved 
out quite a niche for himself in the history of dentistry not only in I!'inois but 
in the world. 

The War Bond Drive was intensified under the able direction of J. Roy Blay- 
ney. 

“Here and There” by James H. Keith pays tribute to John J. Hollister — then 
executive secretary of the Chicago Dental Society and now business manager of 
the American Dental Association. 

Current News and Comments shows R. W. McNulty appointed acting dean of 
Chicago College of Dental Surgery, Dental School of Loyola University. John B. 
Rago was listed as a prisoner of war of the Japanese. John H. Cathcart was com- 
mended for-service to the wounded aboard the transport Tasker H. Bliss of Casa- 
blanca, Africa. Moreland Emerson was appointed chief of the Division of Dental 
Health Education, Illinois State Department of Public Health. 


JUNE 1943 


This month’s frontispiece shows Ned A. Arganbright as president-elect. We 
were still at war. Ten pages with a great deal of fine print is devoted to the “Re- 
lation of the Dentist to the Nation’s War Effort.” Interesting reading is “The 
Constancy of the Position of the Mandible and It’s Influences on. Prosthetic 
Restorations” by John R. Thompson. The smilling countenance of Melford E. 
Zinser graces a page of this issue when he retired as the business manager of the 
JourNat and was succeeded by B. Placek. L. H. Jacob also shows up on a page 
announcing the 1943 transactions were ready for distribution. 

The Editorial’s comment—“Bond Drive Bogs”— we must have been tiring of 


war. Peoria Potpourri by the editor — very chummy and interesting about 
those who were around the Annual Meeting ten years ago. Recall the mailing 
racket in making dentures of those days! — The Traynor bill outlawing mail- 


order dentures was passed and promulgated in ‘“‘New Mailing Regulations for 
Laboratory Work.” The component societies Rock Island, Peoria, and Chicago 
filled with names of boys signing up for commissions and various activities nec- 
essary for the war effort. 
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for dental technicians opened 
by illinois lab association 


The Mid-West Congress for Dental 

Technicians, a three day educational 
program consisting of table clinics, lec- 
tures, and exhibits, is designed to ad- 
vance the knowledge and skill of 
those who attend it. The Illinois Den- 
tal Laboratory Association _ believes 
that this annual Congress offers one of 
the best methods for teaching correct 
procedure in the light of new knowl- 
edge and developments. With the Den- 
tal Technician’s increased knowledge 
of better ways to construct prosthetic 
appliances comes the ability to better 
serve the Dental Profession. 
* The first Mid-West Congress re- 
ceived immediate and enthusiastic re- 
sponses from both the Laboratory 
Industry and the Dental Profession. 
Farsighted men of both groups hailed 
the advent as a step to closer liaison 
between the Dentist and his Techni- 
cians. The Congress has had phenom- 
enal growth, adding each year to the 
variety of educational matter available. 
In 1952 the attendance reached 1600 
with representation from practically 
every state in the Union as well as 
Canada and South America. 

The program of each Congress has 
been carefully selected, with outstand- 
ing technicians from every section of 
the country teaching. The Dental Pro- 
fession has responded to the spirit and 
endeavor of the Congress by lending 





* President of the Illinois Dental Lab- 
oratory Association. 








5th Midwest Congress 


by Glenn Epple* 


some of its ablest men as teachers. Sub- 
jects such as crown and bridge con- 
struction, precision full denture work, 
new repair techniques, business pro- 
cedures and bookkeeping methods, are 
presented. The program opens on Fri- 
day, November 20th, and closes on 


Mr. Glen Epple 


Sunday, November 22nd, with a Ban- 
quet Saturday evening. 

The Illinois Dental Laboratory As- 
sociation and its components wish to 
take this opportunity to thank every 
one who contributed so freely and- un- 
selfishly to our past Congresses. We 
wish to thank our employee technicians 
whose overwhelming support has made 
this endeavor an outstanding success. 
We wish to thank the teacher tech- 
nicians, the manufacturers, the sup- 

(Continued on page 680) 
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Your Business 


THE MICHIGAN WORKSHOP 


We were going to begin by saying, 
somewhat dramatically, that this 
marked the end of an era, but Cecil 
Bliss expressed it more neatly—certain- 
ly more quotably—when he remarked 
during a meeting of section chairmen 
that “this is the first time practice 
management has appeared in a silk 
hat.” He was referring, of course, to 
the week-long Practice Administration 
Workshop held at Ann Arbor, Mich- 
igan, from September 7 through 12 un- 
der the sponsorship of the W. K. Kel- 
logg Foundation and the Graduate and 
Postgraduate divisions of Dentistry, 
University of Michigan. There, in the 
impressive and exquisitely appointed 
environs of the Rackham Building, un- 
der the guidance and with the blessing 
of one of the great dental colleges of 
the world, two hundred men and wom- 
en from the dental profession, auxiliary 
staffs, and affiliated trades met for the 
purpose of “determining fact” in the 
field of dental economics. 

It was a painstakingly planned and 
perfectly executed performance. Co- 
chairmen Dr. Kenneth Easlick and Dr. 
William Mann and their staff had 
worked for months on the prepara- 
tions, and the results certainly showed 
it. The quality of the speakers and 
their papers in the morning meetings 
could only be called superlative and 
indicated how carefully these men and 
women had been hand-picked from 
talent throughout the entire United 
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States. The enthusiasm of the after- 
noon committee sessions, in which the 
rest of the members of the workshop 
took so active a part, must have con- 
vinced the planning committee with 
what selective wisdom they had extend- 
ed their invitations to participate. 
Besides being an important mile- 
stone in dental education — and in 
practice management particularly — 
many large ideas and social problems 
were discussed and evaluated, and con- 
clusions were drawn concerning the 
dentist’s responsibility to the public; 
they will surprise those who feel that 
dental economists are too self-minded. 
A few may have believed at first that 
the purpose of the workshop (the or- 
ganization of private practice for the 
extension of scientific dental health 
service to more people) seemed a little 
watered down, but by the end of the 
week they realized that perhaps the 
greatest hope of solving the problems 
of providing more dental care to the 
public lies with the men who make a 
continual study of methods for increas- 
ing their office productivity. Narrow 
and selfish attitudes were conspicuous 
by their absence, and it was obvious 
that the spirit of ““The Code of Ethics” 
(a copy of which the committee had 
perhaps nervously included in each 
registrant’s folder) was a moving force 
in those who came to work and study. 
It seemed to us that Harold Hillen- 
brand’s brilliant keynote paper — the 
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best of the many good things that he 
has written — finally laid to rest the 
“lunatic fringe” that has so long 
plagued the factual and _ scientific 
study of practice management. 
Almost all of the big names were 
there, ‘There was Jack Blass from New 
York: with his polished prose and mag- 
nificent delivery; Joseph Bergstein of 
Brooklyn, whose new book is a dandy 
(and we hope this rates a free copy); 
Arthur Campbell of Washington, the 
dean of dental economists; Irvin Tulkin 
of New York with his penetrating 
mind picking out important flaws in 
the arguments; Hollis Askey, Nebras- 
ka’s ambassador of good will,’ always 
(to use his own expression) “bright- 


. eyed and bushy-tailed”; and Johnny 


Abraham of Montreal and McGill, who 
was mighty pleased one night when 
Committee Nine rose at dinner and 
toasted Her Majesty, the Queen. 

Also present was personable Jay 
Eshleman of Temple; Cecil Bliss, 
the best- dressed man at the meet- 
ing; aggressive, hard-working Ralph 
Campbell of Detroit; Gaylord James, 
whose contributions are always schol- 
arly and important; E. L. Miller 
of Columbia, Missouri, whose __lec- 
tures on personality to Stephens Col- 
lege girls must be wel] thought out, if 
you judge by the success of his gwn 
four-chair office; Harry Klenda of 
Wichita, whose son is about to follow 
in the footsteps of Harry’s seven league 


by W. N. Kirby, D.D.S., 


Downers Grove, Illinois 


boots; and Al Purinton of Philadelphia 
and the U. S..at large, sitting in the 
back row and beaming down proudly 
on a meeting in which he had a very 
large hand. 

There were many other luminaries 
too numerous to mention, but some- 
thing should be said for the Illinois 
delegation. Lloyd Dodd was there, one 
of the best-liked men in dentistry and 
a prince of good fellows. (By the way, 
Lloyd acquired a new nickname that 
will take some explaining down in 
Decatur.) John Silberhorn, president 
of the Sanders Study Club and his tal- 
ented office-manager wife were both 
present; Bill Figg, the Joliet dynamo, 
was on hand to contribute a lot of 
Irish good nature and good sense. Bill 
has been demonstrating in his office, 
for twenty years how well he knows the 
answers, and now he’s branching out 
as an effective and sought-after speaker 
on the subject. There was also a sub- 
stantial Chicago delegation on hand. 

Several deans of dental colleges were 
present, contributing heavily to the 
meeting and staying until the last com- 
mittee report was accepted. The prob- 
lem of teaching practice management 
in all the dental schools has not yet 
been completely solved, but more and 
more the old complaint, “why didn’t 
they teach us these things in college,” 
is becoming a thin echo dying in the 
distance. Teachers were more than re- 
ceptive to discussions of ways and 
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means of teaching clinical practice 
management; many felt that lecture 
courses alone were inadequate. Alert, 
forward-thinking Charley Stebner of 
Laramie, Wyoming, with his seven 
chair office and four associates who 
operate under one of the most intelli- 
gent partnership arrangements we have 
ever heard, offered some excellent sug- 
gestions for teachers of clinical den- 
tistry. This, with an eye to utilizing 
modern high production techniques. 
His “quadrant dentistry” deserves some 
serious study. : 

As we said, the lineup of the essay- 
ists was outstanding and their con- 
tributions were all well thought out 
and expertly delivered. Michigan’s 
teacher of psychology, Ph.D. Charles 
Metzner, however, delivered a paper 
on “The Factors Which Influence the 
Patient’s Acceptance of Scientific In- 
formation and Necessary Treatment” 
that was one of the most scholarly 
treatments of a popular subject ever 
presented to a group of dentists. 
All the while he was speaking, program 
chairman throughout the room were 
cocking their ears speculatively; they 
sat on the edges of their seats again 
when O. B. Coomer of Louisville pre- 
sented one of the most colorful and en- 
tertaining papers of the meeting on a 
subject that would have cramped the 
style of a lesser speaker, “Location, 
Design of Office, and Selection of 
Equipment in the Larger City.” 

Coomer’s acute remark that “the 
biggest single thing in a dentist’s suc- 
cess is the ability to inspire confidence” 
caused the man next to us to turn and 
say: ““He’s absolutely right!.-When a 
man has that, he can do everything else 
wrong and still succeed; if he doesn’t 
have it, he can do everything else right 
and still fail.” 

The library of the dental college at 
Ann Arbor took a real beating. On the 
second afternoon of the meeting all 
two hundred of the workshop mem- 
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bers descended in a body on this or- 
dinarily quiet retreat and a half dozen 
ecstatically happy librarians scurried 
about getting journals and learned 
papers for their investigations; the li- 
brary personnel was kept on the run 
for the rest of the week. One of the 
most amazing happenings of the meet- 
ing was to see two hundred men and 
women get to their feet during the 
Thursday night banquet as a gesture of 
admiration for the head librarian. If 
this has ever happened to the librarian 
of a dental college before, we are sure 
we never heard of it. 

As always, many of the best ideas 
were elaborated in various rooms of 
the Michigan Union during extra- 
curricular evening sessions. Their re- 
sults unfortunately will never appear 
in the official transcripts, but some im- 
portant conclusions. were arrived at 
and we're sure some lasting friendships 
were made. At a 6:30 a. m. breakfast 
on Saturday morning, Charley Stebner 
expressed a mellow, Western spirit 
when he’ talked of the men who sin- 
cerely wanted to limit the amount of 
dentistry they produced and the money 
they made. “One of the first things 
a dentist should try to decide,” he said, 
“is what he really wants out of den- 
tistry and out of life. It’s as great a 
mistake to make too much as too lit- 
tle.” 

And sitting beside Jay Eshleman in 
the amphitheater later in the morning, 
we were impressed with this descend- 
ant of a long line of devout Pennsyl- 
vania Dutchmen as he spoke of the 
delegation of duties to auxiliary per- 
sonnel. “There has been much discus- 
sion,” he said, “of the many things 
we can delegate to our assistants and 
hygienists in order to save our own 
time for productive work. But we must 
never forget that the close personal 
relationship between the dentist and 
the patient is not an obligation; it is 
a privilege.” 








Certainly these attitudes, aud many 
others like them stated during che 
week, were expressions of thoughtful 
and intelligent men, and the restraint 
behind them will be reflected in the 
final results when they are published. 
It will be many months before they 





the most important single study of the 
problems of practice management that 
has ever been made. Rather than “the 
end of an era,” we should call it the 
“beginning of a new era” in which the 
science of practice management has 
finally achieved the dignity it deserves 


are available in printed form, but 


in the general study of dentistry. 
when they are, they should constitute 


PRESIDENT’S PAGE 


by James E. Mahoney, D.D.S. 





The proposed revision of the constitution and 
by-laws of the State Society should be discussed by 
each component society at a meeting designated 
for that purpose. 


The officers and executive council request the 
various opinions from the membership. 


The need for rewriting this instrument is evident 
when one considers the many amendments that 
have been introduced since its adoption in 1929. 





The proposed set-up is revolutionary. The gains 
in democratic administration of the Society's af- 
fairs are multiple. 


The Component Society officers have been re- 
quested to submit their reports to Secretary, Dr. P. 
W. Clopper, before the January Meeting of the 
Executive Council. 


The pros and cons are needed in writing. You 
have the ideas. Allow us to share in your thoughts. 
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Illinois Dental Assistants Page 


by MARJORIE FOWLER, President 


At the time of writing this article, we are all 
anticipating the National meeting in Cleveland 
with a lot of enthusiasm. 


Marie Johnson, president of the A.D.A.A., has 
done a fine job this past year with her motto of 
“Work, Just a Little More,” and she is to be com- 
plimented upon her achievements and a good job 
well done. 


I was very interested in the four conference pe- 
riods on Tuesday, September 29, which was very 
new to us. These conference periods ran simul- 
taneously and the program was presented twice, 
so that each of us might hear two conferences of 
our choice. Tickets were issued for these sessions, 
but there was no charge for them. The four conferences were: 





“Local Membership Drives” by Steve Ann Montgomery 

“Problems of Local and State Secretaries” by Mary Martin and Harriet 
Darling 

“Being a State President” by Elma Troutman 

“Building Better Programs for Local Societies” by Corrine Dubuc 


We could not help but benefit by attending all four of these conferences. 


I am very happy to see the Associations located within driving distance of 
each other attending neighboring Associations’ meetings. On September 10 the 
Decatur Dental Assistants Association had as their guests members from McLean 
County Dental Assistants Association, Peoria Dental Assistants Association, and 
four guests from Mattoon, Illinois. Mr. Linn B. Cruse of the Cruse Dental 
Laboratory and former president of the Illinois Dental Laboratory, Association, 
presented the program which was very well received. 


When the Peoria Dental Assistants met on September 14, they had as their 
guests Dr. B. J. Morrow of Macomb and several members of the Western Illinois 
Dental Assistants Association and McLean County Dental Assistants Association. 
Mr. J. M. Dickeson of the L. D. Caulk Company was the guest speaker and he 
presented a wonderful program. 











An Important Society— 


the illinois society for medical research, 


its foundation, work, and future 


The era of the experimental ap- 
proach to the problem of biology and 
medicine started in the middle of the 
last century, with such names as Claude 
Bernard, Pasteur, and Koch enriching 
our armamentarium of knowledge and 
technique. No small contribution to 
this armamentarium was the discovery 
of ether anethesia, and the role played 
in this discovery by a dentist. 

The development of anesthesia so 
accelerated our ability to study the 
mechanism of living organisms that in 
the space of one century, starting al- 
most from total ignorance, we have 
studied every organ and every tissue in 
the body. Putting it another way, every 
new operative technique in surgery and 
most of our present day knowledge of 
physiology owes a debt to Dr. Morton, 
the dentist. 

Further, as new life-saving tech- 
niques are developed, it becomes neces- 
sary to use animals to practice these 
new techniques, and to train future 
surgeons, including dental surgeons, 
in the use of these new techniques. You 


by Anton J. Carlson, A.B., A.M., Ph.D. 


can’t learn to do a blue-baby operation 
by watching a movie. 

To those of us who are disciplined 
in the experimental approach to medi- 
cine, each new development in knowl- 
edge about anesthesia, each new devel- 
opment in life saving techniques, 
means we are able to penetrate further 
into the mysteries of biology. In the 
research laboratory every known meth- 
od to reduce suffering is applied, often 
before these methods are adopted into 
general practice. 


False Misconceptions 


And yet a sizable segment of our 
population firmly believes that the 
most horrible fate that could happen to 
a dog is to wind up in a research lab- 
oratory; some of the people even be- 
lieve that researchers are by and large 
a sadistic lot, that go so far as to steal 
pets and to design new methods of tor- 
ture for its own sake. 

Other misconceptions are that re- 





* Read at the second general session of the 89th Annual Meeting of the Illinois 
State Dental Society, May 13, 1953, Peoria, Illinois. 
' + President of the National Society for Medical Research, with headquarters in 
Chicago, Illinois. . 
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searchers use thousands of animals that 
aren’t needed, and that researchers do 
unnecessary experiments, just so more 
suffering can be inflicted. 

The worst mistakes that those of us 
in the medical sciences can make, the 
worst mistakes that we have made, are 
to dismiss such charges as coming from 
crackpots, to assume that it is beneath 
our dignity even to consider answering 
those charges, to expect that the great 
majority of honest, intelligent citizens 
will recognize the misinformation for 





Dr. Anton Carlson 
Chicago, Illinois 


what it is, and to believe that no harm 
will come of it. 

The anti-vivisection movement is not 
a recent movement, but in the last 
twenty-five years professional anti-vivi- 
sectionists have intensified their dis- 
tribution of misinformation; their 
drive to influence legislators, and their 
appeal for funds has grown at an in- 
creasing rate. And for about twenty of 
these years they have been practically 
unopposed. It is true that periodic ar- 
ticles appeared in the medical liter- 
ature and that a few of us stood up to 
be counted and asked to be heeded, 
but not until an anti-vivisection bill 
prohibited animal experimentation 
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missed becoming law in Massachusetts 
by only one vote in 1945, and passed 
the Senate of the State of New York 
by a large majority in the same year, 
that scientists really began to appre- 
ciate the problem. 


NSMR Formed 


The Association of American Medi- 
cal Colleges sponsored, and other scien- 
tific and civic groups joined in the 
forming of the National Society for 
Medical Research. Since the NSMR 
started its work, in 1946, the trend has 
changed, but we have many years of 
momentum to overcome. 

The Illinois Society for Medical Re- 
search has its individual problems in 
this fight, as other communities have 
in their fight. Anti-vivisectionists seem 
to have taken over control of many of 
our humane societies and have cre- 
ated special problems which must be 
met. For instance, there is a law on the 
books of Illinois stating that humane 
activities must be taught in our public 
schools—an innocent bill except that 
it is interpreted to mean, in many 
areas, that humane societies shall do 
the teaching. And we have the odd cir- 
cumstance of a “humane” society send- 
ing an anti-vivisectionist to indoc- 
trinate our youth with seeds of misin- 
formation. Also on the statute books of 
Illinois is a law specifically forbidding 
animal experimentation in our public 
schools. 


Broadened Influence 


The Illinois Society for Medical Re- 
search has determined that its member- 
ship, and its influence, must be broad- 
ened. It is not enough to have re- 
searchers drop their work, go to Spring- 
field each time an emergency develops, ° 
and stem the activities of anti-vivisec- 











tionists. We must tell the story of medi- 
cal research to the people so that all of 
our citizens, including our legislators, 
will recognize an  anti-vivisectionist 
falsehood when they are confronted 
with it. 

In this democracy it is important 
that the public be advised about what 
we are doing in research, and how we 
are doing it. If we accept the statement 
that research in the medical sciences is 


ognized that fact. We have had your 
moral support in the past; we want 
that moral support continued, and in- 
creased. 

To do your work, the ISMR has a 
Speakers Bureau. We print and dis- 
tribute informative literature. We have 
gone to the expense of keeping on hand 
two sets of movies, which we distribute 
free. One set is distributed by the II- 
linois State Museum. The other set is 








doing a service for humanity, then we distributed by the Chicago Teachers 


A LTA RARER RRM 

Dr. Carlson received his A.B. degree in 1898 and his A.M. in 1899 from Au- 
gustana College, and his Ph.D. from Stanford University in 1903. From 1903-1904 
he was a research associate at Carnegie Institution and from 1904-1940, assistant 
professor, professor, and chairman of the Department of Physiology at the Uni- 
versity of Chicago. At present he is the Frank P. Hixon Distinguished Service 
Professor of Physiology (Emeritus). 

President of the National Society for Medical Research and of the Chicago 
Committee on Alcoholism, he is also a past-president of the American Association 
for the Advancement of Science, the American Biological Society, the American 
Institute of Medicine, and the American Association of University Professors. In 
addition he is a member of the National Academy of Science, the National 
Research Council, the American Medical Association, the American Physiological 
Society, and the American Institute of Chemists. 

Dr. Carlson has also been active in the field of writing as well as the field of 
research, and has published some two hundred research reports. In addition to 
this he has written two books, Control of Hunger in Health and Disease and 
The Machinery of the Body. 
er aetcsmmmspmeemmmnnitetemeneniamiemenniniiinitnintidinininanesanaana 


must accept the corollary statement that 
the National Society for Medical Re- 
search and the Illinois Society for Medi- 
cal Research is doing a service for hu- 
manity. Specifically, the ISMR is doing 
work for the Heart Association, for the 
* Cancer Society, for the Muscular Dys- 
trophy Foundation, for the Infantile 
Paralysis Fund, for all research foun- 
dations and research laboratories that 
are interested in reducing. suffering 
caused by disease, and, the ISMR is do- 
ing the work of the medical societies, 
the veterinary societies, and. the dental 
societies. I am sure that you have rec- 


College. These movies are already 
scheduled into 1954, altho there are 
still some open dates for 1953. 


Ultimate Goal 


We must reach into every high 
school. We want to reach into women’s 
clubs, local business men’s groups, and 
elsewhere. It is necessary that our citi- 
zens obtain and retain a healthy atti- 
tude toward research in the medical 
sciences, and respect for researchers, 
and our professional men, . 
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till a. 
harp issue 





The International Association for 
Dental Research has taken sharp issue 
with claims for the new so-called anti- 
enzyme tooth pastes. 

A statement signed by officers of the 
association pointed out that an article 
appearing in the Journal of Dental Re- 
search, official publication of the 
I.A.D.R., has served as a springboard 
for distorted advertising claims. 

The statement was signed by: 

Dr. Francis A. Arnold, Jr., of Wash- 
ington, D. C., 1LA.D.R. president and 
director of the National Institute for 
Dental Research. 

Dr. George C. Paffenbarger, of Wash- 
ington, D. C., president-elect and chief 
of the American Dental Association’s 
research staff at the National Bureau 
of Standards. 

Dr. Paul E. Boyle, of Philadelphia 
vice-president, professor of oral path- 
ology at the School of Dentistry, Uni- 
versity of Pennsylvania. 

Dr. Edward H. Hatton, of Evanston, 
Ill., secretary-treasurer, professor emeri- 
tus of pathology and bacteriology at 
the Dental School, Northwestern Uni- 
versity. 

Dr.. Dan Y. Burrill, of Louisville, as- 
sistant secretary -treasurer, professor 
and head of the department of oral 
medicine at the School of Dentistry, 
University of Louisville. 

Dr. Hamilton B. G. Robinson, of 
Columbus, editor of the Journal of 
Dental Research and professor of oral 
pathology and assistant dean at the 
College of Dentistry, Ohio State Uni- 
versity. 

The full statement follows: 

“The appearance of an article en- 
titled, ‘A New Approach to the Prob- 
lem of Dental Caries Control,’ in the 
August, 1953, issue of the Journal of 
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Dental Research, has been followed by 
a vigorous magazine, newspaper, radio 
and television advertising campaign. 

“At times during this campaign im- 
plications have been made that the 
Journal of Dental Research has en- 
dorsed the use of dentifrices based on 
the so-called anti-enzyme principle. 

“Neither the Journal of Dental Re- 
search nor the officers of the Interna- 
tional Association for Dental Research 
have endorsed any dentifrices as thera- 
peutic and the officers agree with the 
Editor of the Journal that: 

‘Fosdick, Calandra, Blackwell, 
and Burrill (p. 486) offer another 
suggestion for a therapeutic denti- 
frice. They approached the prob- 
lem by seeking an enzyme inhibi- 
tor that would be retained by the 
dentobacterial plaque. To find 
such a substance, the authors in- 
vestigated the acid-inhibiting pro- 
perties of 381 compounds. From 
these, ten were found which would 
attach themselves effectively to the 
plaque. Three of these were able 
to keep the pH. of the plaque 
above a cariogenic level and this 
led to clinical tests on two, sodium 
lauroyl sarcosinate and sodium de- 
hydroacetate. Unfortunately, clin- 
ical studies have not yet been re- 
ported that would permit accept- 
ance of dentifrices containing 
either of these compounds as be- 
ing “therapeutic.” We hope that 
the studies reportedly in pro- 
gress will be more encouraging 
than those from other theoretical- 
ly “therapeutic” dentifrices.’ 
(Journal of Dental Research, 32:- 
445, August, 1953) 

“It is the hope of the officers of the 
Association that a truly therapeutic 
dentifrice will become available, but as 
yet they have seen no published evi- 
dence that warrants claims of great re- 
ductions in occurrence of dental caries 
through routine use of any dentifrice.” 








new call not expected 


Washington 25, D. C. 
Information Release No. 6 
Subject: Future Calls 


It is not expected that there will be 
additional calls for physicians placed 
against the Selective Service System by 
The President for the next 12 months. 

As a result of call No. 16 in August © 
and the increased number of volun- 
teers, there have been commissioned a 
sufficient number of physicians to meet 
the needs of the armed forces for the 
immediate future. Those who have 
been commissioned from either the 
voluntary list or the Selective Service 
Call will be brought to active duty 
from time to time until this reservoir 
is exhausted. 

There may be some calls on the Se- 
lective Service System for dentists and 
there will be, of course, some dental 


Illinois State Dental Advisory to Selective 
Subject: Concerning "Information Release 


Since the printing of the article, 
“What the New Doctors’ Draft Law 
Means to You,” in the September issue 
of the ILLINoIs DENTAL JOURNAL, the 
National Advisory Committee has in- 
formed all of the State Advisory Com- 
mittees that there will be a cut in the 
calling of Special Registrants by Selec- 
tive Service in the future. 

The National Committee states it 
is not expected that there will be addi- 
tional calls for dentists placed against 
the Selective Service System by the 





Latest Draft News: 


National fegosg 4 Committee to the Selective Service System, 


reservists brought to active duty. There 
are some volunteers from the dental 
profession and no dental call is ex- 
pected for several months. 

Public Law 84 specifically designates 
that the Committee give advice in re- 
gard to residents, teachers, and _ re- 
search workers. As you know, this is a 
lull year and it will be necessary to 
watch situations in communities, medi- 
cal schools, hospitals, etc., so that when 
calls are re-established we will find 
only, as an unusual exception, any of 
those who are liable, in essential posi- 
tions. In this connection it is neces- 
sary to establish—and keep up to date 
—rosters about which the Committee 
will write you further .. . 


Service 
No. 6" 


President for the next several months. 
The reason for this is because of the 
tremendous number of volunteers from 
the dental profession. Those already 
commissioned, due to volunteering, 
will form a pool and will be brought 
to active duty at such time as they are 
needed. Not until this pool is .ex- 
hausted will another call be placed on 
Selective Service for dentists. 

Fifth Army Headquarters has in- 
formed us they will no longer com- 
mission men in the Dental Corps, nor 
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will they tender commissions to any 
dentists who are Special Registrants un- 
til such time as all of those previously 
commissioned have been ordered to 
active duty. When a dentist is ordered 
for induction as a regular registrant, 
the Army will try to commission him 
and place him on active duty prior to 
the date of induction. Any dentist or- 
dered for induction as a regular regis- 
trant should immediately contact Fifth 
Army Headquarters to get information 
relative to obtaining a commission and 
entering on active duty. 

In spite of the cutback in the call of 
Special Registrants, the National Ad- 


visory Committee has informed us that . 


we should watch the situations in com- 
munities, medical schools, dental 
schools, hospitals, etc., so when calls 
are reestablished we will find only, as 
an unusual exception, any of those who 
are liable, in essential positions. This 
Committee will, therefore, continue to 
review the cases of individuals whose 
essentiality expires to determine 





whether they may be considered avail- 
able or whether further  essentiality 
should be recommended so that at 
such time Selective Service or the De- 





Dr. Robert J. Wells 


partment of Defense start to call indi- 
viduals to active duty, the Advisory 
Committee will not find itself with 
a backlog of work. 
RosBerT J. WELLS, D.D.S. 
Chairman 


FIRST CLASS MAIL 


Dr. Wm. P. Schoen, 
6353 Broadway, 
Chicago 40, Illinois. 


Dear Doctor Schoen, 


September 25, 1953. 


Why not settle the question “should dentists be put under Social Security, 
OASI” by letting the dentists themselves answer the question and not only a 


few Delegates. 


Let every dentist send in to his dental society a signed postal with ‘“‘yes” or 
“no” on it to signify his wish to join or not to join Social Security, OASI. 





Yours truly 
/s/ Elizabeth Jager. 














drink fluoridated water 
council survey reveals 


More than fourteen million persons 
in 43 states and the District of Colum- 
bia were drinking fluoridated water as 
of June 1, 1953, according to the an- 
nual survey completed on that date by 
the Council on Dental Health of the 
American Dental Association. The 14,- 
144,856 persons reside in 764 U. S. 
communities. 

Since the end of the survey period, 
seven new projects serving 121,495 resi- 
dents of Idaho, Indiana, lowa and Mis- 
sissippi have been reported, increasing 
the total number of communities re- 
ceiving fluoridated water to 771 com- 
prising a total population of 14,266,- 
351. With the 3,570,021 individuals 
previously determined by the U. S. 
Public Health Service as drinking wa- 
ter with a natural content of 0.7 to 
2.0 parts per million of fluorine, the 
total number of persons receiving the 
optimum amount is 17,836,372, or bet- 
ter than 11 per cent of the U. S. popu- 
lation. According to Public Health 
Service statistics, 78 per cent of this 
country’s 160,000,000 people live in 
areas served by 16,750 public water 
supplies. 

Questionnaires were mailed to the 
health departments of the 48 states, the 
District of Columbia and the terri- 
tories and possessions of the United 
States. Replies were received from 45 
states, the District of Columbia and 
Alaska. For the three states which did 
not return questionnaires—Missouri, 
Nebraska and Vermont — reports re- 
ceived previously were used in tabulat- 
ing the survey in order to provide a 
report on the status of fluoridation 
in the entire United States. 





14 Million in U.S. 


In 22 states, the benefits of fluorida- 
tion have been temporarily denied to 
more than four million individuals 
through unfavorable legal actions, such 
as injunctions sought by religious and 
political opponents of fluoridation, 
disapproval by city councils or rejec- 
tion in referendums, the study revealed. 
Such unfavorable actions were reported 
to have resulted in the discontinuance 
of project operation in six commu- 
nities: Mount Dora, Fla., (3,028); As- 
sumption, IIl., (1,466); Williamstown, 
Mass., (6,194); Elroy (1,654), La Crosse 
(47,535) and Stevens Point (16,564), 
Wisconsin. 


Increased Acceptance 


The increased acceptance of the 
caries-preventive measure was disclosed 
by the tabulation of project starting 
dates. Fluoridation had its greatest im- 
petus during the year 1952 when 347 
communities started participating in 
projects. In 1945, the first six communi- 
ties were reported. Additional com- 
munities reported for the succeeding 
years were as follows: 1946 — seven; 
1947—four; 1948—seven; 1949—19; 
1950—39; 1951—225; 1952—347; 1953 
to date—117. 

No new states have been added to 
the fluoridation roster since 1952, this 
year’s survey disclosed. The states in 
which projects have not yet been re- 
ported are Arizona, Missouri, Nevada, 
New Mexico and Utah. However, in 
Nevada, three communities are consid- 
ering ‘the program, according. to Dr. 
O. M.. Seifert, state dental director. 
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Winnemucca (3,500) has the measure 
before the City Council, and Haw- 
thorne (4,500) and Yerington (3,000) 
both have active fluoridation commit- 
tées, he pointed out. 

Information included on _ various 
questionnaires indicated that over four 
million additional persons would be 
receiving the benefits of fluoridation 
when programs now under considera- 
tion are put into operation. The Alaska 
Department of Health has approved 
fluoridation plans for Anchorage (15,- 
000), and construction is now under 
way, according to Mr. Amos J. Alter, 
chief, section of sanitation and en- 
gineering. 


First Operations 


In Delaware, Smyrna (2,346) has ap- 
proved fluoridation and expects to 
start operation this fall, while Milford 
(5,179) expects to start operation with- 
in a few months, Miss Margaret H. 
Jeffreys, state dental director, reported. 

Dr. Roy D. Smiley, Indiana dental 
director, called attention to the fact 
that the communities listed in his re- 
port represent 32.5 per cent of the to- 
tal population of the state. He said that 
this figure comprises 50 per cent of the 

‘population to which a public water 
supply is available and that a public 
water supply is available to 65 per cent 
of the total population of the state. 

The report from Dr. Charles H. 
Henshaw, Iowa dental director, in- 
cluded figures to show that 570,401 
persons in his state are receiving fluo- 
ride as the result of drinking water with 
a natural fluoride content as well as 
fluoridated water. The natural fluoride 
content of the drinking water in 48 
Iowa communities, with a total popu- 
lation of 144,520 persons, is 1.0—1.25 
ppm, he reported, while in 73 commu- 
nities with a population of 137,340, the 
fluoride content is 1.25—6.0 ppm. Fluo- 
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ridation projects serve 288,541 persons. 

Louisiana expects to have at least 
two projects in operation by January 1, 
1954, according to Dr. Paul Cook, state 
dental director. Shreveport (127,206) 
plans to begin its program on that 
date, he advised. 

In Maryland, which is the site of the 
largest fluoridation project in the 
United States (Baltimore and County, 
1,200,000), four additional commu- 
nities are planning fluoridation pro- 
grams, Dr. Richard C. Leonard, state 
dental director, reported. They are 
Frederick (19,000), Cumberland (40,- 
000), Salisbury (18,000) and Annapolis 
(25,000). 

Amboy, Minn., (585) is in the process 
of installing fluoridation equipment, 
according to Dr. William A. Jordan, 
state dental director. 

At Cleveland (914,808), much of the 
equipment has been purchased and 
installed, but the program is being held 
up because of a taxpayer’s suit, ac- 
cording to Dr. H. B. Millhoff, Ohio 
dental director. A hearing has been 
concluded, and the judge’s decision is 
expected shortly, he indicated. At Cin- 
cinnati (503,998), where the City 
Council ordinance approving fluorida- 
tion became effective April 30 of this 
year, sufficient signatures asking for a 
referendum have been obtained, and 
start of the project is expected to be 
postponed until after the November 
election, he said. 


Denied Injunction 


Tulsa, Okla., (182,740), where a 
minority group’s suit for an injunction 
against the city was denied by a dis- 
trict judge, has requested bids for so- 
dium silicofluoride and plans to start 
operation as soon as the chemical is de- 
livered, according to Dr. Frank P. 
Bertram, state dental director. 

Philadelphia (2,057,210), which has 











already selected hydrofluosilic acid as 
the chemical to be used, and three 
other Pennsylvania communities have 
been issued permits to start fluorida- 
tion projects, Dr. Linwood G. Grace, 
state dental director, reported. The 
three other communities are East 
Hempfield Township (1,200), which 
plans to use sodium fluoride; Bracken- 
ridge (7,000), sodium fluoride, and 
Reading (125,000), sodium silicofluo- 
ride. The Reading City Council, how- 
ever, has repealed its ordinance author- 
izing fluoridation. Politics was large- 
ly responsible for the Reading action. 
Millersburg (2,861) has a fluoridation 
application pending, Dr. Grace noted. 

Attached to the questionnaire re- 
turned by Dr. G. A. Bunch, South 
Carolina dental director, was a sum- 
mary report that included the complete 
installation costs on the five projects 
in that state. They were Ninety-Six 
(3,000), $842; Fort Mill (3,100), $3,- 





600; Hartsville (5,400), $400; Rock 
Hill (24,/02), $3,900, and Orangeburg 
(15,322), $3,800. 

According to Dr. Edward Taylor, 
Texas dental director, Gonzales (5,659) 
will be fluoridating shortly. Start of the 
project awaits the delivery of one piece 
of equipment, he explained. 

Huntington (86,353), West Vir- 
ginia’s largest city, started fluoridating 
its water supply on March 6, but public 
announcement of the procedure was 
not made until April 13. There was no 
adverse reaction when the announce- 
ment was made, Dr. James W. Ruble, 
state dental director, reported, but he 
said that one man commented he 
“knew something had been added to 
the water, because it came out of the 
faucet faster!” Adoption of the pro- 
gram is being credited largely to the 
efforts of the Huntington Dental So- 
ciety, especially Doctors Roy C. Curry, 
Howard Summers and Thomas Neal. 








A friend is one who 
and likes you 


knows all about you, 
just the same. 








Editorials 
(Continued from page 649) 








way to do this is to write out the approximate answers we have been giving to 
the stock questions that the patients ask. Do your answers sound pretty good 
when you read them back? Are they complete and also are they modern? Or, have 
things changed since you first started passing out that particular information? 

If the story sounds a little weak, or if you know it is neither complete nor 
modern, you had better do something about it. A good source of quick, modern 
information is the package library service of the American Dental Association; 
of course reading the dental magazine literature and an occasional new dental 
book will help also. 

Good conversation in a dental office is good business, and it is what the patient 
expects. He does not expect you to be an expert on batting averages but he does 
expect you to be a professional at dentistry. 
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OBITUARY 





RUTH HARRIET PARKS 
1892-1953 


Dr. Ruth Harriet Parks, 61, retired 
Moline dentist, died of a heart attack 
on August 15 in the Moline Public 
Hospital. 

Born on July 10, 1892, in Moline, Dr. 
Parks attended the city’s public schools 
and Augustana College. She was grad- 
uated from the Northwestern Univer- 
sity Dental School in 1917 and became 
a member of the Illinois State Dental 
Society through the Rock Island Den- 
tal Society in 1935. Dr. Parks was also 
a member of the First Congregational 
Church, the American Dental Associa- 
tion, Mary Little Deere Chapter of 
DAR, and the Upsilon Alpha Soro- 
rity.—Richard P. Hainline. 


JAMES L. BOWMAN 
1879-1953 


Dr. James L. Bowman, 74, retired 
dentist of Gillespie, died at St. Francis 
Hospital in Litchfield on August 23. 
He had been in ill health for some 
time and very suddenly became worse 
on the day before he died. 

A graduate of Washington Univer- 
sity’ Dental School, St. Louis, in 1918, 
Dr. Bowman was a member of the II- 
linois State Dental Society through the 
Madison District Dental Society since 
1922. 

Dr. Bowman had been a resident of 
Gillespie for more than thirty years 
where he practiced dentistry until ss 
years ago when he retired. - 

He is survived by two decane 
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Mrs. Elizabeth Alexander of Urbana 
and Mrs. Ellen Simpson of Oak Park; 
and two sisters, Mrs. Harry Fisher of 
Beltrani, Minnesota, and Mrs. Georgia 
Lippert of Washington, D.C. 

The death of Dr. Bowman marks the 
loss of one of the Madison District Den- 
tal Society’s faithful members. This or- 
ganization in his passing expresses its 
sympathy and extends condolences to 
the family of Dr. Bowman.—C. J. 
Hemphill. 


ARTHUR JOHN SCHAUB 
1896-1953 


Dr. Arthur J. Schaub, 57, a retired 
dentist of Decatur, died in his home on 
February 10. 

Dr. Schaub had been practicing in 
Decatur for thirty-three years before re- 
tiring in 1952. He liked to paint in his 
spare time and in 1949 one of his works 
was exhibited-in a collection of paint- 
ings by local Decatur professional men. 

Graduated from the Washington 
University School of Dentistry, St. 
Louis, Missouri, in 1918, Dr. Schaub 
moved to Decatur in 1919. 

He was a member of the [Illinois 
State Dental Society through the De- 
catur Component Society since 1921, 
and also a member of Westminster 
Presbyterian Church. 

Dr. Schaub leaves his wife, Pearl 
Mae; a daughter, Dorothy Mae of 
Decatur; three brothers, Garey Oscar of 
Visalia, California, A. Ward of Decatur, 
and William Edgar of St. Elmo; and a 
sister, Mrs. F. H. Yates of Decatur.—R. 


J. Stengel 














ROCK ISLAND 


We were all saddened by the death 
of Dr. Ruth Parks of Moline, who 
passed away on Saturday, August 15. 
She will be greatly missed by her many 
friends and colleagues. I understand 
that her practice, office space, and 
equipment are for sale. 

Joe Phillips has quite a “bookie” 
business of late. He’s betting any and 
all that it’s going to be a boy. 

Charlie Ortman, a football fan from 
way back, has season tickets for the 
Chicago Bear Games. He will be sit- 
ting right behind the Bear bench 
where he will be in a position to advise 
George Halas. 

Young Ben Sherrard is sporting a 
very slick and professional looking pair 
of glasses. Keeps amalgam out of his 
eyes, he said. 

Dan Watkins has things pretty well 
shaped up for our September 15 meet- 
ing, which will consist of table clinics 
presented by our local members. 

President Ron Paschall is getting 
his ad interim boys together soon in 
preparation for the autumn meetings. 
Ron is certainly an excellent presi- 
dent — everything is well planned and 
carried out.—Richard P. Hainline. 


PEORIA 


Since at this writing the meetings 
have not started, there isn’t too much 
news from Peoria. 

The first meeting will be held on 
October 4 at which the “Fifty-Year” 
men will be honored. We are also look- 
ing forward to the picnic that the 
Women’s Auxiliary is giving on Octo- 





COMPONENTS 





ber 7. The time is set for 6:00 p.m. 
and the place is to be the Mt. Hawley 
Country Club. It’s certain they'll have 
some wonderful food lined up. 

Bowling is again getting under way 
and our team of Wally Peters, Tony 
Peters, Phil Chain, Larry Strong, Bill 
Curtin and Al Applebaum will be en- 
tered in the Luncheon Club League. 

Some of our better golfers, Chain, 
Curtin and Barclay, have been invited 
up to LaSalle and Peru for some games 
with the dentists. 

Jack Burrell and Sid Neuwirth have 
reported to Fort Sam Houston for a 
hitch in the Army. 

No news next month — I'll be on my 
honeymoon!—C. Paesant. 


T. L. GILMER 


Roy Ernst, now Majoring in the Air 
Force at Montgomery, Alabama reports 
that he is attending lectures, trying to 
keep cool, and drilling — not on teeth. 

Capt. Bill Davis, 317 Ponder Drive, 
El Paso, Texas writes that he is the 
only “board” (sic) man at Fort Bliss 
and is working on 40-55 patients a day. 
We think he said also that he is spend- 
ing all his nights at home watching 
television, but he apparently wrote the 
letter with a post-office pen so we 
aren’t certain about this. Bill is slated 
to take a 2-week course in surgery at 
Letterman General Hospital in the 
near future. 

So far, we’ve found five candidates in 
this district for the fifty-years-in-prac- 
tice awards. Drs. G. N. Conroy of 
Griggsville and Jesse F. Keeney, War- 
ren L. King, H. C. Mueller and H. F. 
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Naumann of Quincy all had their 
shingles out by 1903. 

Continuing with our vacation notes, 
we hear Bill Wingen wound up in the 
lobster country and he’s been talking 
of items gastronomical ever since. L. H. 
Wolfe reports that his usual good luck 
held through his Canadian fishing trip 
—and he’s one fisherman we believe. 
Son L. M. stayed right here in town 
and won the city golf tournament. The 
Busbeys apparently believe that old 
saw about their being two ways to 
travel— first class and with children. 
Anyway, they left their daughter with 
grandmother before heading for the 
Smokies. Larry Duncan spent his vaca- 
tion helping his son Kent move -into a 
new home outside Chicago. That’s a 
vacation? ?>—R. B. McReynolds. 


’ SOUTHERN ILLINOIS 


Under the able direction of Allen 
T. Willis of Murphysboro, the Jackson 
Country Club and its fine facilities 
were at the disposal of our group for 
the Annual Social Summer Outing. 

At high noon over a hundred mem- 
bers and guests joined in a big fried 
chicken dinner. A dozen jars of home 
grown and canned honey, supplied by 
Fred Seeman from Springfield way, 
were given as door prizes to the ladies. 

Introductions were made by our new 
president, V. A. Beadle of Carbondale, 
who doubled as master of ceremonies 
and ringmaster for his stable of horses. 
Among those introduced were the new 
officers, the members of the Murphys- 
boro-Carbondale group responsible for 
the “shindig,” and Charles (Nick) 
Stilly, youngest practicing dentist of 
Benton, who has recently become a 
33rd degree Mason. 

Golfing, a bait casting tournament, 
shuffleboard and cards (for the ladies 
and some men) started off a nice warm 
afternoon. 
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Golt had the same tough and cal- 
loused fellers to beat — with Charles 
W. Elder of Eldorado coming home 
in front of the old “diehards,” J. Al- 
den Langenfeld of Centralia and S. Kas 
Barger of Golconda trying to catch up. 

In the bait casting, Southern Illinois’ 
super-duper fisherman Joe F. Scott of 
Rosiclare got the plug in the ring the 
most times with Jack J. Setzekorn of 
Mt. Vernon and E. R. Rosenberger of 
Murphysboro as runners up. 

The “ladies wouldn’t come across 
with the winners of their golf and card 
playing activities. 

The generosity of the numerous 
supply houses serving our area, as well 
as the dental laboratories, made the 
day most complete, for’ prizes‘ ‘were 
available for all contestants. 

All of us in the southern part of the 
State are how awaiting a long rainy 
spell and trying to beat the heat, so 
that we can move (we hope) into a 
rather active fall and winter of highly 
scientific and down to earth inform- 
ative dental subjects and _ problems. 
—William E. Leach 


NORTHWEST 


With fall approaching and vacations 
only a memory for most of us, we are 
about to assume the 1953-54 series of 
meetings. Program chairman Foy R. 
Matter deserves much credit for secur- 
ing some outstanding men as guest 
speakers for our society. 

These include Dr. Gustav W. Sol- 
fronk who will speak on “Practice 
Management” on September 14; Mr. 
Herbert B. Bain, “Public Relations,” 
October 12; Dr. Henry Glupker, ‘‘Pros- 
thetic Rehabilitation,” November 9; 
Dr. Waldemar Ling “Amalgam,” De- 
cember 14; and Dr. Charles H. Grand- 
staff, “Oral Surgery,” on January 11, 
1954. 

B. S. Tyler spent some time at the 











Black Hills and at this writing is relax- 
ing at “Land-o-Lakes” Wisconsin. C. 
L. Snyder is enjoying the great out- 
doors at Shell Lake, Wisconsin. 

The Caravan meeting was held at 
the Leland Hotel in Aurora on Sep- 
tember 23. Following an afternoon se- 
ries of speeches, there was a dinner and 
the presentation of certificates and 
“50-year” pins to eligible members. We 
are honored to be represented by the 
following: E. L. Griffith, who grad- 
uated from Northwestern University 
Dental School in 1902; L. H. Matter, 
Chicago College of Dental Surgery, 
1897; F. N. Pellett, Northwestern Uni- 
versity Dental School, 1901; C. S. Sny- 
der, University of Pennsylvania Dental 
School, 1890; and E. S. Thomas, who 
was a Classmate of Dr. Griffith at 
Northwestern, class of 1902. 

Not only does Dr. Snyder have the 
distinction of having been a dentist for 
sixty-three years, but he also has been a 
member of the Illinois State Dental 
Society since 1901——fifty-two years. 
The other four members of our com 
ponent to be honored have each been 
members of the State Society for a 
period of forty-eight years — since 
1905.—Leland G. Reed. 


CHICAGO 


Spent a very pleasant evening re- 
cently at the wedding of W. H. De- 
Wolf's daughter in Woodstock. Also 
enjoying the festivities, along with my 
wife and me, were Clarence Lachmann 
and Willard Goldring and their fam- 
ilies. 





Hear that Jim Plants of Evanston is 
on a trip out west. He took his son to 
the University of Colorado where he is 
beginning his pre-dental. Also under- 
stand that Walt Scanlan is in from 
Florida. 

Tom Starshak, Jim Keith, Ed Sulli- 
van, Ed Scanlan, Sam Kleiman, and 
Bob Pollock attended the Loyola Uni- 
versity Alumni golf meet. 

Glad to hear Walter Poyer is resting 
comfortably at his home after his re- 
cent illness. 


The October 20 meeting of the Chi- 
cago Dental Society at the Conrad Hil- 
ton will have Drs. Floyd Peyton of Ann 
Arbor, Michigan, Robert Atterbury of 
Oak Park, Illinois, and Miegs Jones of 
Kansas City, Kansas, speaking on, 
“What's New in Dentistry.” 

During their recent Northern route 
vacation, Guy and Mrs. Miller of Oak 
Park joined Jim and Mrs. Mahoney 
of Wood River at Rutgers Hotel in 
Bemidji, Minnesota. The two dentists 
played a little golf together, and then 
the Millers headed North into Canada 
while the Mahoneys finished a second 
week in Minnesota. One day in Winni- 
peg Manitoba, Guy and a couple of 
dentist friends from Winnipeg, Drs. E. 
J. Hughes and F. M. Decker, visited 
the Assiniboine Gulf Course and on 
the 150-yard seventh hole, Guy used a 
four iron to sink a perfect ace. He sure 
is lucky. 

The speaker at the first General Ses- 
sion of the Midwinter Meeting in Feb- 
ruary will be Dr. Walter Judd of Min- 
nesota.—Orville C. Larsen. 








News and announcements about the Component Societies and their 
members are solicited by the Editor of each society. Information should be 
sent directly to the component editor. The names and addresses of all 

editors are given in a directory in the back of the JouRNAL. 
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CURRENT NEWS 





ILLINOIS LOSES AND GAINS 
FACULTY MEMBER © 


The University of Illinois College 
of Dentistry has lost one faculty mem- 
ber to the armed forces, but has re- 
gained the services of another who has 
been released from active duty. 

Dr. Marshall F. Grunwald, assistant 
professor in the Department of Ap- 
plied Materia Medica and Therapeu- 
tics, has been granted a leave of 
absence for military service effective 
with the start of the new school year. 
He has received a commission with 
the rank of major in the U. S. Army. 
Dr. Grunwald, who received the bach- 
elor of science and doctor of dental 
surgery from the University of Illi- 
nois, has been a member of the faculty 
since 1933. 


Returning to the faculty this fall is 


Dr. Robert B. Underwood, who has 
been released from active duty after 
serving as a captain in the U. S. Army. 
Dr. Underwood has been awarded the 
rank of assistant professor of full and 
removable partial dentures. A graduate 
of the University, he has been a mem- 
ber of the faculty since 1945, and held 
the rank of instructor at the time he 
entered military service in 1951. He 
was stationed in Germany during the 
past year. 


CDS TRIUMPHS OVER 
BEVERAGE MACHINES 


The Chicago Board of Education on 
August 26 banned the reinstallation of 
beverage dispensing machines in’ the 
city’s schools for the coming term. The 
victory for the health, education and 
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civic organizations, however, which 
had waged a vigorous campaign spear- 
headed by the Chicago Dental Society, 
was by no means a permanent achieve- 
ment, it was pointed out. 

During the past year, automatic dis- 
pensing machines had been installed 





Dr. Elemer Ebert 
President, C.D.S. 


on an experimental basis in seven 
schools — in the lunchrooms where 
the beverages previously had been dis- 
pensed manually and where the auto- 
matic operation was installed as an 
economic operation and not as a means 
of introducing a new product, it was 
noted. The board voted against re- 
installation of the machines this fall 
but is expected to reconsider the meas- 
ure in the future. : 
Among the agencies and groups led 
by the Chicago Dental Society in pro- 
testing as a serious health hazard the 
“continued use of automatic dispensing 
machines providing any commodity 
chiefly composed of refined carbohy- 
drates” were: Northside Branch of the 

















Chicago Dental Society, Uptown Den- 
tal Forum of Chicago, Chicago Medical 
Society, American Dental Association, 
American Dietetic Association, Ameri- 
can Medical Association, Department 
of Médicine of the University of Chi- 
cago, Zoller Dental Clinic of the Uni- 
versity of Chicago, University of II- 
linois, Loyola University and North- 
western University dental schools, 
Back-of-the-Yards Neighborhood Coun- 
cil of Chicago, Elizabeth McCormick 
Memorial Fund, the Salvation Army 
Dental Clinic, the Federal Department 
of Health, Education and Welfare and 
the Illinois State Department of Pub- 
lic Health. 


REGISTRATIONS NOW TAKEN 
FOR UC COURSE 


' The University of California is of- 
fering an eight-week, six-days-a-week, 
post-graduate refresher course in den- 
tistry covering lectures in twenty sub- 
jects plus laboratory and clinical pe- 
riods. Enrolment closes November 15, 
and the class ‘is limited. 

Further information may be ob- 
‘tained from Dr. J. Eugene Ziegler, 
aig University of California Exten- 
Sion, 815 S. Hill St., Los Angeles 14, 
California. 


CHLOROPHYLL PRODUCTS ARE 
TARGETS FOR MORE ATTACKS 


Another negative report has been 
made regarding the deodorant claims 
of another “miracle” dentifrice. Prep- 
arations containing chlorophyll deriv- 
atives have little or no effect as local 
deodorants, Dr. Louis C. Barail, con- 
sulting biochemist and toxicologist of 
New York City, told the American 
Pharmaceutical Association recently in 
Salt Lake City. Dr. Barail based his 
report on tests made on tooth pastes, 








mouth washes, chewing gum, candies 
and the like with an osmagraph, a pre- 
cision instrument that measures in- 
tensities of odors. At the same time, the 
Journal of the American Medical As- 
sociation said editorially that the value 
of chlorophyll derivatives taken in- 
ternally as deodorizing agents has not 
been determined. 


ISSUE NEW BOOKLET 
ON CLEFT PALATE 


A new booklet issued by the Chil- 
dren’s Bureau tells parents that chil- 
dren born now with cleft palates “have 
a better chance of overcoming their 
handicap than has been true in the 
past.” Entitled, “The Child with a 
Cleft Palate,” the booklet is one in a 
series of Children’s Bureau _publica- 
tions designed to help parents of chil- 
dren with handicapping conditions. 

It is available from the Superin- 
tendent of Documents, U. S. Govern- 
ment Printing Office, Washington 25, 
D. C., at 10 cents per copy. 


BILLION DOLLARS SPENT 
FOR 1952 DENTAL CARE 


Americans spent a record $1.3 bil- 
lion for individual dental care last 
year, according to a Department of 
Commerce study on consumer expend- 
itures. The total for dental treatment 
for the first time exceeded one billion 
dollars and compared with $931 mil- 
lion in 1949. The report, published in 
the August issue of Survey of Current 
Business, does not include government 
or philanthropic programs for dental 
care. While total consumer expendi- 
tures rose from $180.6 billion in 1949 
to $218.1 billion in 1952, an increase 
of 20.8 per cent, expenditures for den- 
tal treatment showed an increase of 
10.4 per cent. 
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During the same four-year period, 
per capita expenditures for dental care 
rose from $6.31 to $6.70. A complete 
analysis of the report by the A.D.A. 
Bureau of Economic Research and 
Statistics is appearing ‘in the October 
issue of The Journal of the American 
Dental Association. 


TWO ILLINOIS MEN NAMED 
BY A.D.A. 


Two Illinois dentists were recently 
appointed to important committees for 
the 94th annual session of the House of 
Delegates at Cleveland by Dr. Otto W. 


Two Illinois den- 





SOUTHERN CALIFORNIA 
GETS WAINWRIGHT 


Dr. William Ward Wainwright, 
noted dental research scientist and 
teacher, was appointed professor of 
oral diagnosis and head of that depart- 
ment in the University of Southern 
California School of Dentistry on Sep- 
tember 14 by Dean Robert W. Mc- 
Nulty. 

Dr, Wainwright, 45, succeeded Dr. 
Cecil H. Collins, retired, who had 
been on the SC faculty since 1924. 

In addition to teaching X-ray and 
diagnosis, Dr. Wainwright will super- 
vise the work of examining the 1000 


lists serving on im- 
portant committees at 
the recent A. D. A: 
Annual Meeting in 
Cleveland, Ohio, 
were Chicago’s Dr. 
Robert J. Pollock 
(left) and Kankakee’s 
Dr. John A. Zwisler 


(right). 





Brandhorst, president of the American 
Dental Association. 

Robert J. Pollock of Chicago was 
made a member of the Credentials 
Committee, a standing committee of 
the A.D.A. He is the immediate past- 
program chairman of our state society. 
John A. Zwisler of Kankakee, presi- 
dent-elect of the Illinois State Dental 
Society, was appointed a member of 
the Insurance Committee, an A.D.A. 
reference committee. 

Both men have served as A.D.A. 
delegates many times in the past years. 
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patients who come each month to the 
clinic of the SC School of Dentistry on 
the campus. 

A pioneer in the field of dental uses 
of atomic energy, Dr. Wainwright was 
a radiobiologist from 1947 to 1950 at 
the Los Angeles Scientific Laboratory 
in New Mexico while holding an ap- 
pointment as professor of biochemistry 
and nutrition at the Washington Uni- 
versity School of Dentistry in St. Louis. 

For the past three years he has been 
professor of radiology and head of that 
department in the University of Illi- 














nois College of Dentistry and a con- 
sultant to the Argonne National Lab- 
oratory of the U. S. Atomic Energy 
Commission in Chicago. 


PRESIDENT RECOMMENDS OASI 
TO INCLUDE DENTISTS 


A recommendation that the Old Age 
and Survivors Insurance (OASI) pro- 
gram of the federal Social Security Act 
be extended to include dentists, physi- 
cians, lawyers, accountants, architects, 
and many others, such as farmers and 
agricultural workers, was sent to the 
Congress by President Eisenhower on 
August 1. The President’s proposal 
would make OASI coverage mandatory 
for a group of about 6.5 million per- 
sons not now covered by this phase of 
the federal social security program. 

In addition, President Eisenhower 
asked Congress to make OASI coverage 
optional for an estimated four million 
others, including clergymen and em- 
ployes of state and local governments. 
The recommendations were submitted 
for consideration at the reopening of 
Congress next January. 

In both 1949 and 1952 and A.D.A. 
House of Delegates went on record 
against ‘the extension of OASI to self- 
employed members of the dental pro- 
fession. The American Medical Asso- 
ciation has reiterated its opposition to 
the plan advanced by President Eisen- 
hower, and the American Bar Associa- 
tion is also on record as opposed to the 
extension of OASI to lawyers. 


ROTARY OFFICES HELD 
BY ILLINOIS DENTISTS 


Two members of the Illinois State 
Dental Society — F. Wayne Graham of 
Morris, and Myrl M. Lumbattis of Mt. 
Vernon — are serving as officials of Ro- 
tary International, world-wide service 
club organization for 1953-54. 





Dr. Graham is Chairman of the Dis- 
tricting Committee, which organized 
the Rotary Clubs of the world into 212 
Districts for convenience in administra- 
tion. Dr. Lumbattis is a district gov- 
ernor, coordinating the activities of 48 
Rotary Clubs in one of the five districts 
in Illinois. During the year, he will 





Dr. F. Wayne Graham 
New Rotary Official 


visit each of the clubs to offer advice 
and assistance in Rotary service work 
and club administration. 

A member of the Executive Council 
of the Illinois State Dental Society, Dr. 
Graham is a past-president of the Will- 
Grundy Dental Society. He is a member 
and past-president of the Rotary Club 
of Morris and has served Rotary Inter- 
national as director, district governor 
and committee member. 

Dr. Lumbattis is a former member 
of the State Council of the Illinois 
State Dental Society, and is now a 
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member of the State Study Club Com- 
mittee. He is a past-president of the 
Southern Illinois and Southern Dis- 
trict Dental Societies. A charter mem- 
ber of the Rotary Club of Mt. Vernon, 
he is a past-president of that Club. 

With the continuing growth of the 
Rotary organization in all parts of the 
world, Rotary membership is now at 
an all-time high. More than 370,000 
business and professional executives 
are members of 8,000 Rotary Clubs in 
88 different countries. 


‘FLUORIDATION OF WATER 
CONTINUES IN ILLINOIS 


The practice of adding sodium fluo- 
ride to public water supplies as a 
means of preventing tooth decay is 
being adopted by more and more com- 
munities throughout Illinois, accord- 
ing to information from the Division 





Dr. John E. Zur, Director 
Illinois Dental Health Division 


of Dental Health of the State Depart- 
ment of Public Health. 

Most recently adopting this public 
health measure are three towns in 
Lawrence County, ‘Lawrenceville, 
Bridgeport and Sumner—which have a 
combined population of close to 10,- 
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000. A single water supply located in 
Lawrenceville is providing fluoridated 
drinking water for approximately half 
of the residents of Lawrence County. 

These three towns bring to twenty 
the uumber of Illinois communities 
which are taking advantage of this 
means of preventing about two-thirds 
of the tooth decay among their chil- 
dren. The twenty communities have a 
total population of approximately 
200,000. 

The fluoridation of public water 
supplies has been approved by the II- 
linois State Dental Society, the State 
Department of Public Health and 
many other health agencies. 


INCREASED APPROPRIATIONS 
GRANTED DENTAL RESEARCH 


Pointing to the need of general ex- 
tension of the scope of dental research, 
the Senate Appropriations Committee 
has increased by $90,000 the funds al- 
lowed by the House for dental activ- 
ities of the U. S. Public Health Service 
as urged by representatives of the 
American Dental Association in testi- 
mony before the Committee. The Com- 
mittee voted to increase the House ap- 
propriation of $1,650,000 to $1,740,- 
000, the amount requested by President 
Eisenhower. This restoration has been 
approved by a joint conference com- 
mittee of the House and Senate, and a 
compromise appropriations bill has 
been drafted for the Department of 
Health, Education and Welfare. The 
compromise bill was passed in the last 
week rush to adjourn Congress. 

In another area of dental health in- 
terest, dental care for dependents of 
military personnel, the Citizen’s Ad- 
visory Commission on Medical Care 
(Moulton Commission) recommended 
to the Secretary of Defense “that dental 
treatment be restricted to emergency 
dental care — except in overseas or re- 











mote areas where civilian dental facil- 
ities are not available.” The, reason 
for the strict limitation, it was 
pointed out, is a practical one: the 
services have been able to render neg- 
ligible assistance to civilians because 
of the requirements of military person- 
nel. The Commission recommended 
further that regulations with respect 
to dependent care be made uniform in 
all services. 


WESTERN STATE COMPACT 
GIVEN APPROVAL 


In its recent adjournment rush, Con- 
gress approved the establishment of a 
Western Interstate Commission which 
would permit western states to form a 
compact. for cooperative financing of 
dental, medical and other professional 
training. The bill, sponsored by Sen. 
Hunt, (D., Wyo.) would permit any 
five or more of the following states 
and territories to make such a compact: 
Arizona, California, Colorado, Idaho, 
Montana, Nevada, New Mexico, Ore- 
gon, Utah, Washington, Wyoming, 
Alaska and Hawaii. 

A bill to restore to veterans of the 
Spanish-American War the right to 
obtain dental treatment from the Vet- 
erans Administration, however, was 
passed by the House but was not ap- 
proved by the Senate. This group had 
been eliminated from V. A. dental care 
in a rider on the V. A. appropriations 
bill. The rider directed that veterans, 
to receive free dental care, must prove 
service-connection of their dental ail- 
ments. 

The House bill would have made 
this rider not applicable to Spanish- 
American War veterans or to an esti- 
mated 247,000 other veterans whose 
claims for dental treatment had been 
approved and certified prior to July 
1. Despite the rider, Spanish-American 
War Veterans are not totally excluded 





from V. A. dental care. In an opinion 
last week, the V. A. solicitor ruled that 
dental services could be given Spanish- 
American War veterans as an adjunct 
of medical treatment. 


STANDARDS ASSOCIATION 
DRAWS UP NEW CODE 


There is no margin for mistakes that 
cost human lives. 

Acting on this principle, a group of 
manufacturers, military men and in- 
dustrial researchers have drawn up an 
American Standard for eliminating one 
unpredictable hazard of hospital op- 
eration. 

The standard is a safety code cover- 
ing the use of medical gases. It pre- 
vents the accidental switching of gas 
containers on anesthetic machines and 
is infallible where human judgment 
is not. 

Thus physicians, dentists, hospitals 
and medical centers need not fear that 
carbon dioxide may be mistakenly ad- 
ministered for oxygen, or helium 
given instead of cyclopropane, with 
fatal results. 

The new safety code, developed un- 
der the leadership of a committee of 
the Compressed Gas Association, is 
made up of some 40 representatives of 
manufacturing companies, technical 
societies, and the armed services. J. J. 
Crowe, assistant vice president of the 
Air Reduction Company, New York, 
is chairman. 

The committee developed the stand- 
ard in cooperation with the American 
Hospital Association and the Associa- 
tion of Anesthesiologists. It was tested 
this spring in a number of large hos- 
pitals. 

The safety code is called the Pin- 
Index Safety System. It forms an im- 
portant addition to the 56-page Ameri- 
can Standard B57.1, Compressed Gas 
Cylinder Valve, Outlet and Inlet Con- 
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nections, which has just been pub- 
lished in its newly revised form by the 
American Standards Association. 

In this system, two pins are placed 
on the yoke connections of medical 
gas cylinders, each pin being in a dif- 
ferent position for each type of gas. 
Two holes are placed in a correspond- 
ing position in the valve connection of 
the gas cylinder. Since there is only 
one combination. of pins and holes for 
each gas, it is impossible to use the 
wrong gas. If the wrong cylinder valve 
is tried, the holes and pins will not 
match and the two parts will not fit 
together. A similar system further in- 
sures the patient’s safety by making 
certain that the cylinder corresponds 
with the type of gas with which it is 
being filled. 

Hospitals are rapidly adopting the 
new system because they can easily con- 
vert their existing anesthetic equip- 
ment without waiting cor replacement 
with new, up-to-date equipment. A 
yoke adapter fitted with the appro- 
priate pins slips onto the yoke of the 
gas machine. 

The new standard will be used in- 
ternationally. It has been approved by 
the Canadian Standards Association 
and has been accepted by British in- 
dustry and medical circles. 

Copies of the standard for Com- 
pressed Gas Cylinder Valve, Inlet and 
Outlet Connections, (B57.1—1953) are 
available at the American Standards 
Association, 70 East 45 Street, New 
York 17, New York, for $1.50 a copy. 


DR. BRETT, CHICAGO, ELECTED 
INTERPROFESSIONAL PRESIDENT 


Dr. Arno Brett, past-president of the 
Chicago Dental Society, was elected 
president of the Illinois Interprofes- 
sional Council at a meeting held on 
June 15 at the Illinois Athletic Club. 
Other officers are: Mr, George Prosch, 
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Ist vice-president; Dr. C, L. Miller, 2nd 
vice-president; Dr. Clarence J. Strobel, 
secretary-treasurer. Dr. Earl P. Boulger 





Dr. Melford E. Zinser 
New Interprofessional Role 


was appointed a member of the Bylaws 
Committee and Dr. Melford E. Zinser, 


- a member of the Annual Meeting Com- 


mittee. 


DR. OLIVER RE-ELECTED 
TO HEAD F.D.I. 


Dr. Oren A. Oliver, of Nashville, 
Tenn., a former president of the 
A.D.A., was re-elected president of the 
Federation Dentaire Internationale at 
its 4lst annual meeting in Oslo, Nor- 
way, July 27 through Aug. 1. Dr. Le- 
Roy M. Ennis of Philadelphia and Dr, 
Philip Adams of Boston, also former 
A.D.A. presidents, were named vice- 
presidents of the F.D.I., and Dr. Har- 
old Hillenbrand, of Chicago, A.D.A. 
secretary, was elected as an honorary 
vice-president. 

Other officers for 1953-54 include: 
Dr. G. H. Leatherman, of London, sec- 
retary-general; Dr. Jack Stork, of Aer- 
denhaut, Netherlands, treasurer, and 
Dr. W. Stewart Ross, of London, chair- 
man of the board. A total of 141 dele- 














gates, representing more than a score of 
national dental associations, partici- 
pated in the meeting. 

Several U. S. dentists were named 
members of commissions scheduled to 
present special reports to the World 
Health Organization. They included: 
scientific commission — Dr. F. A. Ar- 
nold, Jr., of Washington, D. C., Dr. M. 
K. Hine, of Indianapolis, Ind., and Dr. 
Lester Burkett, of Philadelphia; public 
dental service commission — Dr. John 
Knutson, of Washington, D. C., and 








Dr. R. W. McNulty, of Los Angeles; 
dental education commission, Dr. Shai- 
ler Peterson, of Chicago, and Dr. W. N. 


Hodgkin, of Warrenton, Va.; and 


armed forces commission — Brig. Gen. 
Marvin Kennebeck of the U. S. Air 








Force and Rear Admiral Daniel Ryan 
of the U. S. Navy. Dr. Ennis was ap- 
pointed as a member of a subcommit- 
tee to advise the treasurer on invest- 
ment of F.D.I. funds. 


ACADEMY OF DENTAL MEDICINE 
PLANS MID-WINTER MEETING 


The American Academy of Dental 
Medicine will hold its Mid-Winter 
Meeting and Luncheon on Sunday, 


Recently elected 
Federation Dentaire 
Internationale officers 
and commission 
members include Drs. 
Philip Adams of Boston 
(upper left), Harold 
Hillenbrand of Chicago 
(upper right), 

F. A. Arnold, Jr. of 
Washington (lower left), 
and Maynard K. Hine 
of Indianapelis 


(lower right). 


December 6, 1953, at the Hotel Statler, 
N. Y. C. “Geriatrics” will be the theme 
of the scientific session. There will be a 
business meeting for members at 10 
A.M. The Luncheon and Round Table 
Discussions on geriatrics and related 
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subjects will begin at 12:30 P.M. 

All interested dentists and physicians 
are cordially invited to attend. For de- 
tails and reservations address the Na- 
tional Secretary, Dr. William M. 
Greenhut, 124 East 84th Street, New 
York 28, New York. 


NEW MILLION DOLLAR SCHOOL 
SCHEDULED FOR OREGON UNIV. 


Construction will begin next year on 
a new dental school for the University 
of Oregon, Portland. Funds totaling 
$2,200,000 were appropriated for the 
building at the last session of the state 
legislature. The school will be located 
in the health center of the university, 
which now includes the university's 
medical school, hospitals and clinics 
and will replace the present school 
some distance from the campus, The 
first two floors of the new building 
will house dental clinics and a dental 
hygiene clinic. 

A five-story tower will contain tech- 
nical and science laboratories. A pass- 
ageway will connect the school with a 
teaching hospital and medical out- 
patient clinic. 

Dr. Harold J. Noyes, dean of the 
dental school, said the building will 
be opened in the late summer of 1956. 
Dr. Noyes is a former member of the 
Illinois State Dental Society. 


DENTAL NEWS 
FROM HERE AND THERE 


In the first nation-wide evaluation 
of education for dental hygienists, the 
A.D.A. Council on Dental Education 
granted full approval to 18 schools and 
provisional approval to three schools. 
Among the schools receiving full ap- 
proval was Northwestern University’s 
Dental School, Chicago. 
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Dental textbooks valued at $900 have 
been shipped to the College of Den- 
tistry of Seoul National University in 
Korea through CARE. 


The first president of the National 
Dental Examining Board of Canada is 
Dr. H. J. Merkeley of Winnipeg, past- 
president of the Canadian Dental As- 
sociation. 


Mr. S. W. Cooper, engineer of the 
water board at Newcastle, New South 
Wales, Australia, met with A.D.A. offi- 
cials in Chicago recently. Mr. Cooper is 
in this country to study operation of 
fluoridation installations. 


Dr. Harry Lyons of Richmond, Va., 
speaker of the A.D.A. House of Dele- 
gates and dean of the School of Den- 
tistry, Medical College of Virginia, has 
been appointed to the National Ad- 
visory Dental Research Council of the 
U. S. Public Health Service for a four- 
year term. 


A one-day workshop on “Occupa- 
tional Oral-Health in General Den- 
tistry and Public Health,” sponsored 
by the First District Dental Society of 
N. Y. with the collaboration of the 
Post-graduate Medical’ School of the 
Institute of Industrial Medicine, New 
York University, will be held on Jan- 
uary 22, 1954, at the Hotel Statler in 
New York City. 


Members of the health professions 
are cordially invited to attend all ses- 
sions. Admission is free. For registra- 
tion forms write to Public Health 
Workshop, Ist District Dental Society, 
Hotel Statler, New York 1, N. Y. 




















CLASSIFIED ADVERTISING 


RATES: $3.00 for 30 words or less, addi- 
tional words 5 cents each. Minimum 
charge is $3.00. Use of key number is 50 
cents additional. Copy must be received 
by the 20th of each month preceding 
publication. Advertisements must be 
paid for in advance. ; 


THE ILLINOIS DENTAL JOURNAL 
6355 Broadway Chicago 40 
AMbassador 2-3252 




















FOR SALE: Dental office, city of 2000. 
Corn belt Eastern Illinois. Ritter 
equipment, x-ray, Pelton sterilizer, 
Castle light. Plenty work, good fees, 
reasonable rent. Want to retire. Sell in- 
voice. Write to IDJ #11, Illinois Den- 
tal Journal, 6355 N. Broadway, Chica- 
go, 40, Illinois. 


OFFICE AVAILABLE: Well-established 
southside Chicago physician has office 
space available for dentist. For further 
information phone PRospect 6-1790. 


EXCELLENT OPPORTUNITY for the 
right man. New medical building has 
space available for a dentist. Includes 
secretary’s office, two dental examining 
rooms, laboratory, and x-ray ' room. 
Large reception room shared with phy- 
sician and optometrist. Located in 
community of approximately 10,000 
without a dentist. Write to ID] #12, 
Illinois Dental Journal, 6355 N. Broad- 
way, Chicago 40, Illinois. 


FOR SALE: Active practice and possibly 
some equipment in rural community. 
Two-chair office, reception room, dark 
room, and lab on ground floor. Gross 
$10,000. Good potential; ideal for re- 
cent graduate or one desiring semi- 
retirement. Will introduce. Am leaving 
area. Housing available. Two hours 
from .Chicago. Reasonable price. Con- 
tact IDJ #13, Illinois Dental Journal, 
6355 N. Broadway, Chicago 40, Illinois. 


EXCELLENT OPPORTUNITY for dentist 
in modern one-chair office in down- 
town Moline business district. Reason- 
able rent; available now. Direct replies 
to: Mr. Joseph Zelnio, 1124 Eleventh 
Avenue, Moline, Illinois. 


FOR SALE: Modern dental office in 
clinic with M.D. Ritter unit and chair, 
Castle light, Weber x-ray, latest type 
American cabinet. All the dentistry 
here one can handle; only dentist in 
rich farming and mining community. 
Leaving to specialize. Write to IDJ 
#14, Illinois Dental Journal, 6355 N. 
Broadway, Chicago 40, Illinois. 


DON'T LIVE in the land of “Wish I 
Hadda.” Take your dream of a glam- 
orous mink coat, the wish nearest to 
every woman’s heart. Do you realize 
how easily you can make it come true? 
Right now you can save hundreds upon 
hundreds of dollars. From our rental 
department: A slightly used ranch 
mink coat, orig. price $2500, now $650; 
silver blue mink coat, a $3500 value, 
now $1650; silver blue mink jacket, a 
$1750 value, now $750; Canadian wild 
mink coat, $4500 when new, now 
$1250. Revenue derived from renting 
makes these reductions possible. Write 
for folder. Miller Fur Company, 166 
N. Michigan Ave., Chicago. 















Give 
enough! 
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(Continued from page 646) 


sacrificing desired esthetic qualities to 
a greater or lesser degree. 

The harmonious arrangement and 
anatomical pattern of natural teeth 
were designed for masticatory function, 
with the least amount of tension to the 
periodontal fibers and bony attach- 
ment. When one or more lost natural 
teeth are replaced by a fixed or fixed- 
movable partial denture, the abutment 
teeth are imparting greater strains to 
the periodontal fibers. These special- 
ized tissues perform specialized func- 
tions and so we must carefully select 


Fixed Bridge Retainers—Design and Retention Features 





and design the type of bridgework 
which will produce a minimum of ad- 
ditional strain on these tissues. We 
must reproduce especially anatomical 
occlusal form and occlusal carvings for 
functional occlusion so that torsional 
stresses are kept at a minimum to pre- 
vent traumatism. 

Good judgment in design and reten- 
tion possibilities, with the knowledge 
of tissue tolerance and capacities to 
withstand added loads and function, is 
necessary to attain the goal of satisfac- 
tory and acceptable health service. 








The ILuinois DENTAL JouRNAL, published monthly, is the official organ 
of the Illinois State Dental Society. Subscriptions to the JouRNAL may be 
obtained by contacting Dr. Paul W. Clopper, Secretary of the State Society, 
623 Jefferson Bldg., Peoria, Illinois. The one year subscription rate is $2.50. 








5th Midwest Congress for Dental Technicians 


(Continued from page 651) 


pliers, and our dentist customers and 
their assistants for their enthusiastic 
support. You have given us the will to 
strive and accomplish. 

You are invited — each of you es- 
pecially — all technicians, members or 
non-members of our association, where- 
ever you are, to attend the 5th Annual 
Congress for Dental Technicians Fri- 
day, November 20th, Saturday, No- 
vember 21, and Sunday, November 
22nd, at the Congress Hotel in Chi- 
cago. The Illinois Dental Laboratory 
Association and its components, the 
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Dental Laboratory Association of Chi- 
cago and the Downstate Illinois Den- 
tal Laboratory Association bid you all 
welcome. 

We especially invite the officers and 
the members of the Dental Society 
Groups together with their assistants 
and personnel, and the Dental Assist- 
ants Association to attend this function 
as our guests. 

Note: For the program of clinics and 
events, address the Midwest Congress 
For Dental Technicians, 224 South 
Michigan Avenue, Chicago 4, Illinois. 
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May, September, November and 
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3rd Thursday in each month ex- 





cept June, July and August. 
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1 L. Chain; L W. Curtis; Robert F. Pick, Cc. K Becherer. 
EXHIBITS: 5 Sosy Jj. Summer, Chairman, 512 gen ee ee dap soleus 2; J. Arthur Callahan, Vice-Chairman, 
hmann Building, Peoria 2; Earl ohn R. Powers; Frederick W. 
PUBLICATION: Paul W. Clopper, Chairman, 633 Sc itenos Building, ene 2; Wm. P. Schoen, Jr., itor, 
6355 Broadway, Chicago 40; E. J. Krejci, 530 South >. 
ea: L. H. Wolfe, Chairman (1955), 712 Illinois bag oon uilding, * Quincy; Lester E. Kalk 
, 5500 South Ha nay hy St., Chicago, 21; Bernard H. nee retreyy rn ag oh ae gt mtr 
BOARD °OF CENSORS: Herman R ig Chairman (1985), 5601 West Irving P. 
Earl K. Vickers (1954), Yi. ilding, Granite City; James E. Baumann *ti983), 102 Een 


Court St., Paris. 

INFRACTION OF CODE OF ETHICS: Willard Johnson, Chairman (1955), 7454 Cottage Grove Ave., 
Chicago 19; Joseph A. Daly (1954), sete West Madison St., Chicago 44; Harlan D. Fullenwider 
(1953). 13A Pasfield Place, Springfield. 

wee OF LAWS: Glenn W. Ozburn, Chairman (1954), P a North 14th ae fron gaa Orville 
C. Larsen (1953), 1791 Howard St., Chicago 26; Lester D. Barton (1955), S 

ron POLICY: James C. Donelan, Chairman (1955), 322 vee Mine Workers 'B wuilding, Springfield 

+ i Sy ag | Vice-Chairman (1955), a E. Washington, = 2; R. H. Bradley (1953), Hack. 
V. B. Milas (1954), Chicago; E. J. Sullivan ( Toss)" anston. 
INTERPROFESSIONAL. yyy | bong yy, @ J. Droba, ge (1955), 31 North State St., Chicago 2; 


(19 er (1954). Sas 
FEDERAL "DENTAL Servicts: Fy Teaak, A. A! Feuh'c rman (1959), 757 West 79th St., Chicago 20; sg 
Tolar, Vice-Chairman ae 6804 Waster + Berka n; R. T. Curren tie id; R. B 
BE . fog hF Chicago; H. ‘Chronquist (1954 >. hag ne E. H. Ibbotson 54), e Forest; 
L. J. Litvan (1953), Pittsfi cide c 8. Hemphill (1953), Al ; W. C. Karstens (1983). Belleville. 
COUNCI ay DENTAL HEALTH: Hugh M. Tarpley, Chairman C1958), hye Building, Quincy; James 
Murp! Vice-Chairman tag a ay He Bui ing, East St. Louis; Clifton Clarno, ee ( 1938), 
Suite "306 a Arts Bidg., Peoria 5; L. C. Blackman (1954), Elgin; J. “ Donelan (1954), 
oon A. eee (19545, ane gn; be E. Lauder (1953), ‘onmouth; E. B. Kirby (1 
C. Baughman ( 3), Matto 
sTuby CL nit eae Gordon A. Smith, ‘Cohen (1955), 508 Commercial Building, Alton; A. W. Brandhorst, 
Vice-Chairman (1935), 205 W. Third * Alton; Northwestern, G. B. Vogelei (1954), Freeport; 
Northeastern, F. W. Graham, Jr. (1955), Morris; Central, L. B. McEwen (1954), Peoria; Central 
Western, J. L. Bunch (1954), Jacksonville; Coast ane E. M. Collins (1953), Champaign; 





Southern, M. Lumbattis (1953), Mt. Vernon - VanDam (1953), " 
a Clarence W. Harrison, Chairman (i988), ‘ie Se douth Bes cra St., Collinsville; Northwestern, 
Sowle (1955), Rockford; Northeastern, R. W. Muchow (1955), El in; Central, E. J. Sauer 
i984), Peoria; Central Western, -. A. Busbey (1954), Quincy; Centr. Se N. J. Krabbe 
sare oy Champaign; Southern, H. W. Stephenson (1953), Carlinville; ee . Brown (1953), 
RELIEF,” Job > Chairman (1955), 189 East Court St., Kankakee; Paul Clopper, Socenaaey Ex- 
aaa aeeing, Peoria 2; William E. Rusch ( 1953), Vie Church St., Evanston. 


Offici 54), 623 Jeff 
PROSTHETIC DENTAL. SERVICE: ae . Dodd, Chairman oaeee) 860 Citizens Building, Decatur 30; 
H. Hayes (1953), ; N. A. Arganbright (1954), Freeport; R. I. Humphrey (1954), Calan 
R. Gubbins (1953), 5 Gines, W. F. Witthofft (1955). Wood River 
RESEARCH: Robert G. Kesel, Chairman (1955), 808 South Wood S&t., Chicago 12; Richard E. H 
Had Alton; Bes William (1954), Chicago; A. F. Romnes (1954) hicago; A. W. Sauer, x 


53), Chicag 
puBLIC. WELFARE: George E. Thoma, Chairman (1953), 610 Illinois maltose, Be, Spriagtetds | William J. 


Serritella, Vice-Chairman (1954), 55 East Washington St., Chicago 2 ; Secretary 
(1953), "300 Rock Island Bank Building, Rock Island; Chicago District Rr Herold Johnson (1953), 
Chicago; W. J. Serritella (1954), Chicago; Northwestern District: 5. Burke (1955), Dixon; 
B.'G. Sherrard (1953), Rock Island; Northeastern District: H. C. “Burt (1955), LaSalle; J: 


Baldridge (1953), Aurora; Central District: G. H. Fitz he ge Pontiac; E. E. Hoag (1953), Peoria; 
Fst Western District: H. W. Phillips (1954), G. E. Thoma (1953), wesinghel’; Central 

4 3 .. Sg ag Decatur; P. ines (1954), Hoopeston; Southern District: 
i ar Se lew (19. Vernon; Forestner (1955), East St. Louis. 

FEDERAL HEALTH LEGISLATION INFORMATION: Milton Snes. Chairman (1955), 1977 West 11lith S 
Chicago * E. K. Ausbrook (1955 ore . St. Louis; C. E. Bollin crore 4), pupae J. F. Porto (1954), 
Chi * Cailahan (1953), R. E. Pte qa or the, te 

INSURANCE: z ig tore ~——s Chega: 917-1st National Bank B j, Seosme W. Hax 
(1954), 8 South a Cees L. Jordan (1953), Thu, Whittle Ave., Olney. 

TRUSTEE, AMERICAN DENTAL ASSOCIATION: . Jacob (1953), 634 Jefferson egg Rig 2. 

ILLINOIS STATE D SR RAMINING COMMITTEES Roy R. Baldridge, Chairman, 21914 
Centralia; Amd y Humphrey, Vice-Chairman, 185 North Wabash Ave., Chicago 1; W. A. McKee, 

, 503 ‘Wood Bidg., Benton; E. F. Wendel, Ott c.G , Chicago. 









Goldemith \NLAY GOLDS 


THESE THREE GOLDS MEET EVERY INLAY REQUIREMENT 





GB INLAY No. 1 GB INLAY No. 2 GB INLAY No. 3 
Soft-Type “A” Medium-Type "B" Hard-Type "C" 


$2.13 DWT $2.02 DWT $2.15 DWT 


They comply with A.D.A. Specifications No. 5 
Your dealer Will Gladly Supply Goldsmith Inlay Golds 
For a substantial saving in price buy in $100.00 lots. 


GOLDSMITH BROS. 
SMELTING & REFINING CO 
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CHICAGO Office: 
T. J. Hoehn, E. M. Breier and 
W. R. Clouston, Representatives, 
1142-44 Marshall Field Annex Building, 
Telephone State 2-0990 





SPRINGFIELD Office: 
F. A. Seeman, Representative, 
Tel. Rochester 7-7611 
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SS and HOLD 
patient. 


The most modern equipment in your office will in- 


Ti 
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fluence patients to your benefit today, tomorrow and in the 
years to come. The S. S. White Master Unit and Motor 
Chair are distinctive for beauty of design, convenience to 


the dentist and comfort for the patient. 


You owe it to yourself to see and operate this out- 


standing equipment at your first opportunity. 


Free Office Planning 


THE S. S. WHITE DENTAL MFG. CO. 
CHICAGO, ILL. PEORIA, ILL. 

















personal 










attention 


not rubber-stamp 
standardization 


When you use the services of your Durallium laboratory, 
you can be sure each case will receive the 

personal attention of an experienced and skilled tech- 
nician. However large your Durallium laboratory 

may be, it uses no over-standardized methods; each case 
gets the individualized attention which means truly 

fine craftsmanship. 


Your Durallium laboratory specializes neither in the 

break-neck speed which means short-cuts instead 

of skillful handling, nor in depressed prices which mean 
° reduced values. First and foremost, your Durallium 

laboratory offers you the superior workmanship which is 

worthy of your professional skill. 





THE DUEL AL AL BALE LABORATORIES LISTED ON THE OPPOSITE PAGE CAN SERVE YOU - 















THE BLL LPR LL BAL © LABORATORIES LISTED BELOW CAN SERVE YOU 


J. THOMPSON DENTAL COMPANY 
7 East 79th Street CHICAGO 
Telephone Vincennes 6-4212 


AUBURN PARK DENTAL LABORATORY 
9447 South Ashland CHICAGO 
Telephone BEverly 8-8700 


EHRHART DENTAL LABORATORY 
807 Lehmann Building PEORIA 
Telephone 9781 


OLSON & BLAKELEY DENTAL LABORATORY 
720 Gas Electric Building ROCKFORD 


20th CENTURY DENTAL LABORATORY 
Garland Building CHICAGO 
Telephone STate 2-6086 





ee like a hand in a glove! 





TICONIUM goes hand-in-glove with 
accuracy! Therefore, Ticonium cases 
save you valuable chair-time. There’s 
no secret — it’s a completely 
controlled technique. 


These all add up to lighter, beautiful cases that fit! 





For cases that FIT .. . specify T ‘ CON 1UM 





BETTS DENTAL LABORATORY, 610 N. Springer St., Carbondale, Illinois 
CAMPBELL DENTAL LABORATORY, 322 Illinois Buildings Champaign, IHinois 
DENTAL ARTS LABORATORY, Jefferson Building, Peoria, Illinois 
McINNES DENTAL LABORATORY, 908 Talcott Building, Rockford, Illinois 
MILTON DENTAL LABORATORY, 320 E. Adams St., Springfield, Illinois 


(Does not include Ticonium Labs. in Chicago) 
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Like Tenia. 


















YEARS AHEAD... TODAY! Twin 
ADVANCEMENTS IN DENTAL PROSTHETICS 


Both denture form and color are treated with a new 
understanding in the COLOR-FORM concept of the 
design and construction of full dentures. This has as one 
goal the re-development of the edentulous mouth to a 
normal form so that esthetics, phonetics and function 
alike are restored, and expression in appearance and 
speech are completely natural. 

The other goal is life-like color blending. This color 
treatment is cured within the denture and provides 
unique and amazing third-dimension fidelity to natural 
dentition. When these goals are achieved, as in the 
COLOR-FORM denture, the result is a distinctive con- 
tribution to dental prosthetics—years ahead—one that 
must be seen to be appreciated. 


Phone or write for details. 
FREIN Seated Laboratory, Inc. 
3531 Lindell Blvd. Jefferson 4339-40 ° St. Louis 3, Mo. 











Say 


i\the Vinylite* Denture Material 
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Why use PIN TEETH? 
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FOR GREATER TRANSLUCENC 
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ANNEX DENTAL ; 
LABORATORY 
tast Washington Street, Chicago, Illinois 


SOCIATED DENTAL 
BORATORIES, INC. 
South Sixth Street Springfield, Illinois 


LABORATORY 
b wot Madison Street Chicago, Illinois 


BERRY-KOFRON 
DENTAL LABORATORY 
North Eleventh St., St. Louis, Missouri 





_ 


LABORATORY 


Citizens Building Decatur, Illinois 


I. CRUSE DENTAL 


FREIN DENTAL 
LABORATORY 
I Lindell Boulevard, St. Louis, Missouri 


OOTMAN DENTAL 
LABORATORY 
iord Trust Building Rockford, Illinois 











SEPH E. KENNEDY 
: COMPANY 
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USTIN PROSTHETIC3. 








HSouth Ashland Ave., Chicago, Illinois 
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can secure MICROMOLD TEETH 
the following laboratories 


KRAUS DENTAL 
LABORATORY 


Jefferson Building Peoria, Illinois 


RAY R. LAWRENCE 
DENTAL LABORATORY 
36!/2 North Vermilion St., Danville, Illinois 


OTTAWA DENTAL 
LABORATORY 
817 Columbus Street Ottawa, Illinois 


SATISFACTION DENTAL 
LABORATORIES 


112 E. Highland Ave. Elgin, Illinois 


L. A. SCHMITT 
DENTAL LABORATORY 


824 Maine Street Quincy, Illinois 


STANDARD 
DENTAL LABORATORY 
225 North Wabash Ave., Chicago, Illinois 


H. SWIGARD 
DENTAL LABORATORY 
Graham Building 


Aurora, Illinois 


UPTOWN DENTAL 
LABORATORY 


4753 Broadway Chicago, Illinois 
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Doctor, 
may we 


LALA | 


if you prescribe an ORAL B... 

Doctor, you know how easily after-meal O | fs | 
brushing can cease to be a chore. This r a p an 
original, multi-tufted, soft-bristle toothbrush 

provides a gentle cleansing action 


| ce oa a rr Leones _ for pr oper 


BR RRIS 


|| Home 
| Dental 
if you a ORAL B... Care ‘f 


You know, doctor, how these smaller, 
straight cut bristles clean teeth without 


abrasion and massage gums without injury. aay 


ORAL B 30 














ORAL B 40 


ee ——— 


ORAL B 60 


- ORAL B 


STIMULATOR 








R. if you prescribe an ORAL B... 
You also know, doctor, about the greater 


number of ORAL B bristles—3 times \ Send today for 
more than the ordinary brush ’ your supply of 
and many more than any similar brush. convenient pre- 


scription pads. 


Onxal ro Compauy Write for 


Detailed 
448 SOUTH MARKET ST. SAN JOSE 13, CALIFORNIA Informatior 
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Robert §. Kennemore, VSMC 
Medal of Honor 


% 





The MACHINE GUN belonged to E Company, 
Second Battalion, Seventh Marines. It was 
under the command of Technical Sergeant 
Robert Sidney Kennemore. 


It was busy. For on this November night 
fanatical Red masses were swamping Marine 
defense positions north of Yudam-ni. 


Fifteen yards in front of the gun, a Red sol- 
dier raised his body briefly and sent a grenade 
into the air. It landed squarely among the crew. 
In a split second, Sergeant Kennemore had 
covered it with his foot. 


There was a violent, muffled explosion, but 
not a man was hurt. Not a man except Ser- 
geant Kennemore. \He had given both his legs 
to save his comrades’ lives. 


“When I was on active duty,” says Sergeant 
Kennemore, “I sometimes wondered if people 
back home cared as much about stopping Reds 
as we did. Now that I’m a civilian, I know they 
do. And one proof is that so many of my neigh- 

‘ bors are investing in E Bonds for our country’s 
defense. Believe me, I know how important that 
defense is. So I’m investing, too, just as I hope 
that you are!” 


Under His Foot, the Live Grenade 












Now E Bonds pay 3%! Now, improved Series E 
Bonds start paying interest after 6 months. And 
average 3% interest, compounded semiannually 
when held to maturity. Also, all maturing E Bonds 
automatically go on earning —at the new rate —for 
10 more years. Today, start investing in U. S. Series 
E Defense Bonds through the Payroll Savings Plan; 
you can sign up to save as little as $2.00 a payday 
if you wish, 


Peace is for the strong! 
For peace and prosperity save with 
U.S. Defense Bonds! 





The U.S. Government does not pay for this adverti. le is d 
with the Advertising Council and the Magazine 
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is a neat quighy o 


This illustration shows the 
doctor demonstrating the 
test to the patient. 





HAVE A SUPPLY OF THES al 









uiday of testing materials for strength! 











Linn B. Cruse Dental Laboratories 
Citizens Building, Decatur 


K. C. Erickson Dental Laboratory 
517 Second National Building, Freeport 


Hootman Dental Laboratory 
811 Rockford Trust Building, Rockford 


Minois Dental Laboratory 
225 North Pulaski: Road, Chicago 


E. Kennedy Company 
_ 7902 South Ashland Avenue, Chicago 


Kraus Dental Laboratory 
640 Jefferson Building, Peoria 


Twentieth Century Dental Laboratory 
109 N. Wabash Ave., Chicago 


Ray R. Lawrence Dental Laboratory 
362 North Vermillion Street, Danville 


Ottawa Dental Laboratory 
817 Columbus Street, Ottawa 


Satisfaction Dental Laboratories 
112 E. Highland Ave., Elgin 














)F THES AND ARE PREPARED TO SUPPLY YOU WITH THEM ON REQUEST 


Ehrhardt. & Co. Dental Laboratory 
32 West Randolph St., Chicago 


Standard Dental Laboratories 
of Chicago, Inc. 


225 North Wabash Avenue, Chicago 


L. A. Schmitt Dental Laboratory 
824 Maine Street, Quincy 


South Shore Dental Laboratory 
1525 East 53rd Street, Chicago 


Uptown Dental Laboratory 
4753 Broadway, Chicago 


Associated Dental Laboratories, Inc. 
404 South Sixth Street, Springfield 


Austin Prosthetic Laboratory 
5944 W. Madison Street, Chicago 


Logan Dental Laboratory 
600 Bandi Bidg., Galesburg 


Campbell Dental Laboratory 
322-323 Illinois Building, Champaign 










is natural poetry in the name, 
l ‘Read it aloud, Nobilium. Say it 
» Nobilium. Now, you'll remember 
when your next partial denture 
esents himself, or herself, because 
restorations provide every qual- 
pi s good for the patient's natural ap- 
pearance, oral comfort, masticating efficien- 
cy and lasting service. Many laboratories 
process Nobilium partials with the scien- 
tific Nobilium Electric Casting Machine and 
polish the cases with the Nobilium Electro- 
lytic Polisher. Many laboratories do all of 
the processing under their own roof with 
the exception of electric casting which 
they have done in special processing cen- 
ters established for them. Any good labo- 
ratory can satisfy your requirements with 
Nobilium cases. What's in a name? In No- 
bilium—you get the Aristocrat of Chromi- 
um Alloys and service. Specify Nobilium; 
don’t take chances with less. 



















































NOBILIUM PRODUCTS, INC. 125 N. Wabash Ave., Chicago 2, Ill. 
NOBILIUM PRODUCTS, INC. 914 Wainut St., Philadelphia 7, Pa. 
NOBILIUM OF MIAMI, INC., 1448 N. W. 36th St., Miami 42, Flo. 
NOBHIUM COMPANY OF EUROPE AB., Gotgaten 106, Stockholm, Sweden 




















harmony 


in all 
dimensions 


‘When Nature or man combines faces and 
eeeth of like or similar form, the effect is 


with not just one, bur all three aspects of 
facial dimensions. They provide a new 
ease and simplicity of selection, and enable 
every dentist to attain a new degree of 
gxcellence in his prosthetic work. 


Trubyte Bioform? ror 


A Product of The Dentists’ Supply Company of New York 
York, Pennsylvania 
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